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PART III 
Stores Purchase 


Collegiate Education Department 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 4/2020-21] 


നമ്പര്‍ ag)6-1852/2020/GCWT(1). 2021 ജനുവരി 22. 


വര്‍ഷത്തേക്ക്‌ 
Development of Libraries, Laboratories and Furniture-Plan 
2020-21-ഫണ്ടില്‍ നിന്നും സുവോളജി ലാബിലേക്ക്‌ 
ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുന്നതിലേക്ക്‌ അംഗീകൃത 
സ്ഥാപനങ്ങളില്‍ നിന്നം മുദ്രചെയ്ത ദര്‍ഘാസുകള്‍ 
ക്ഷണിച്ചുകൊള്ളുന്നു. 


2020-21 2202 -03-103-76-0034- 


അടങ്കല്‍ തുക-$ 3,70,300. 


ദര്‍ഘാസുകള്‍ അടക്കം ചെയ്ത മൂദ്രവച്ച കവറിനു 
മുകളില്‍ “സൂവോളജി വിഭാഗത്തിലേക്ക്‌ 
ഉപകരണങ്ങള്‍ ” വിതരണം ചെയ്യുന്നതിനുള്ള ദര്‍ഘാസ്‌ 
എന്ന്‌ രേഖപ്പെടുത്തിയിരിക്കേണ്ടതും വരപിന്‍സി പ്പാള്‍, 
സര്‍ക്കാര്‍ വനിതാ കോളേജ; തിരുവനന്തപുരം-695 014 
എന്ന വിലാസത്തില്‍ എത്തിക്കേണ്ടതുമാണ്‌. ടെണ്ടറുകള്‍ 
സമര്‍പ്പിക്കേണ്ട തീയതി 
11.30 മണി. നിശ്ചിത സമയത്തിനുള്ളില്‍ ലഭിക്കുന്ന 
ദര്‍ഘാസുകള്‍ അവ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ 


ലാബ്‌ 


അവസാന 20-2-2021, 


Gaz No. 7/2021/DTP (Stores Purchase). 
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നിശ്ചയിക്കുന്ന പ്രതിനിധികളുടെയോ സാന്നിദ്ധൃത്തില്‍ 
അന്നേ ദിവസം ഉച്ചയ്ക്കുശേഷം 2 മണിക്ക്‌ തുറക്കുന്ന 
തായിരിക്കും.നിശ്ചിത തീയതിക്കും സമയത്തിനും ശേഷം 
ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ യാതൊരു 
പരിഗണിക്കുന്നതല്ല. 


കാരണവശാലും 


വിതരണം ചെയ്യാനുള്ള സാധനങ്ങളുടെ പട്ടിക 
ദര്‍ഘാസ്‌ ഫോറത്തിനൊപ്പം ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസുകള്‍ 
ഭ്‌ 1,456 (1,300 +12% ജി. എസ്‌. റ്റി.) എല്ലാ (പവൃത്തി 
ദിവസവും രാവിലെ 8.30 മണി മൂതല്‍ ഉച്ചയ്ക്ക്‌ 12.30 മണിവരെ 
ഓഫീസില്‍ നിന്നും ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസിന്റെ 
ഡ്യൂപ്ലിക്കേറ്റ്‌ പ്രതി ഓരോന്നും ₹ 800-ന്‌ ലഭിക്കുന്നതാണ്‌. 
ദര്‍ഘാസുകള്‍ തപാലില്‍ ആവശുമുള്ള വര്‍ ദര്‍ഘാസിന്റെ 
വിലയും വില്‍പ്പന നികുതിയും രജിസ്റ്റേര്‍ഡ്‌ പോസ്റ്റായി 
അയയ്ക്കുന്നതിന്‌ TF 40 ഉള്‍പ്പെടെയുള്ള തുക മണിയോര്‍ഡറായി 
അയച്ചുതരേണ്ടതും കവറില്‍ അയയ്ക്കേണ്ടതുമാണ്‌. ചെക്ക്‌, 
പോസ്റ്റല്‍ ഓര്‍ഡര്‍ മുതലായവ സ്വീകരിക്കുന്നതല്ല. 


ദര്‍ഘാസില്‍ കാണിച്ചിരിക്കുന്ന നിരക്കുകള്‍ക്ക്‌ 2021 
മാര്‍ച്ച്‌ വരെ (പ്രാബല്യമുണ്ടായിരിക്കേണ്ടതാണ്‌. ടെണ്ടര്‍ 
ഫോമിന്റെ 8-90 പേജില്‍ പ്രസ്താവിച്ചിട്ടുള്ള കരാര്‍ 
z 200-903 മുശ്രപ്രതത്തില്‍ ദര്‍ഘാസിനൊപ്പം ഉള്ള ടക്കം 
ചെയ്തിരിക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകളോടൊപ്പം നിരതദ്രവ്യം 
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ഇനത്തില്‍ ടെണ്ടര്‍ ചെയ്യുന്ന തുകയുടെ 1% തുക (മിനിമം 
ഭ്‌ 1,500) പിന്‍സി പ്പാള്‍, സര്‍ക്കാര്‍ വനിതാകോളേജ്‌ 
തിരുവനന്തപുരം-14 എന്ന പേരില്‍ ഡിമാന്റ്‌ രഡ്വാഫ്റ്റ്‌ 
എടുത്ത്‌ സമര്‍പ്പിക്കേ ണ്ടതാണ്‌. ഇ. എം. ഡി./സെക്യൂരിറ്റി 
ഡെപ്പോസിറ്റ്‌ എന്നിവ നല്‍കുന്നതില്‍ നിന്നും 
ഒഴിവാക്കപ്പെട്ടിട്ടുള്ള സ്ഥാപനങ്ങള്‍ സ്റ്റോര്‍ പര്‍ച്ചേസ്‌ 
ഡിപ്പാര്‍ട്ടുമെന്റു കളില്‍ നിന്നും നല്‍കിയിട്ടുള്ള പുതുക്കിയ 
രജിസ്ട്രേഷന്‍ സര്‍ട്ടിഫിക്കറ്റിന്റെ സാക്ഷ്യപ്പെടുത്തിയ പകര്‍പ്പ്‌ 
സമര്‍പ്പിക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകള്‍ 19-2-2021 രാവിലെ 
11 മണിവരെ വിതരണം ചെയ്യുന്നതാണ്‌. ദര്‍ഘാസുകള്‍ 
കാരണം കാണിക്കാതെ നിരസിക്കാനുള്ള അധികാരം 
്രിന്‍സിപ്പാളില്‍ നിക്ഷിപ്തമായിരിക്കും. ടെണ്ടര്‍ ചെയ്യുന്ന 
ആകെ തുക എഴുതിയിരിക്കണം. 


സൂചന:---ഉപകരണങ്ങളുടെ വിലയെഴുതുമ്പോള്‍ അത്‌ 
MAIO] അടക്കമുള്ളതായിരിക്കണം, സാധനങ്ങള്‍ 
സ്പെസിഫിക്കേഷന്‍ പ്രകാരമുള്ളതായിരിക്കണം, 
ആകെ ടെണ്ടര്‍ തുകയില്‍ അധികരിക്കാന്‍ 
പാടില്ലാത്തതുമാകുന്നു. 


[No. 4/2020-21] 
No. A6-1852/2020/GCWT(1). 22nd January 2021. 


Sealed tenders are invited for the supply of the 
following Stores Purchase of Lab equipments to Zoology 
Department-2202-03-103-76-0034-Development of 
Libraries, Laboratories and Furniture-Plan 2020-2021. 


P. A. C.— ® 3,70,300. 


The envelopes containing the tender should bear the 
superscription “Tender for the supply of Lab equipments 
to Zoology Department’’ and should be addressed to 
“Principal, Govt. College for Women, Vazhuthacaud, 
Thiruvananthapuram-14”. 


Last date for receipt of tenders will be 20-2-2021, 
11.30 a.m. Late tenders will not be accepted. The tenders 
will be opened at 2.30 p. ൩. on 20-2-2021 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 


Intending tenderers may, on application to the 
Principal, Govt. College for Women, Vazhuthacaud, 
Thiruvananthapuram obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
of = 1,456 ൪ 1,300+12% GST) which is the price fixed 
for a form/set of forms and which is not refundable 
under any circumstances. The tender forms are not 
transferable. Sale of tender forms will be closed at 
11 a.m. on 19-2-2021. Cheques, postage stamps, etc. 
will not be accepted towards the cost of forms, nor will 
the forms be sent per V.P.P. Duplicate tender forms, if 
required will be issued at 800 per copy. 


The Earnest Money deposit @1% of the total 
amount tendered for subject to a minimum വ്‌ 1,500 
should be accompanied by Demand Draft in favour of the 
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Principal, Government College for Women, 
Thiruvananthapuram or fixed deposit receipts. The 
tenderers who are eligible for exemption from payment 
of EMD/Security deposit should enclose a copy of the 
latest certificate in support of the name issued by 
Government of Kerala, Store Puchase Department 
Dus & D etc. Otherwise the tender will be summarily 
rejected. The right to accept or reject the tender without 
assigning any reason thereof is vested with the 
undersigned. Total tendered amount must be specified 
clearly in the tender. 


NB: The price to be quoted in the tender must be 
inclusive of all taxes. 


Govt. College for Women, 
Vazhuthacaud, 
Thiruvananthapuram. 


(Sd.) 


Principal. 


ടെണ്ടര്‍ നോട്ടീസ്‌ 


[നമ്പര്‍ 1/2020-21] 


നമ്പര്‍ ag)/116/2021/SSTCM TVPM. 2021 ഫെഡ്രുവരി 4. 


2020-21 സാമ്പത്തിക വര്‍ഷത്തെ പ്ലാന്‍ ഫണ്ടില്‍ 
തിരുവനന്തപുരം ശ്രീ സ്വാതി തിരുനാള്‍ സര്‍ക്കാര്‍ സംഗീത 
കോളേജിലേക്ക്‌ വിവര സാങ്കേതിക വിദ്യയും ആധുനികരണവും 
ഫണ്ടില്‍ നിന്നും ഒറൈസ്‌ സ്റ്റുഡിയോ ഉപകരണങ്ങളും 
സി. ഡി. സി. ഫണ്ടില്‍ നിന്നും ഓഫീസിലേക്ക്‌ പ്രിന്റര്‍ 
ഫോട്ടോകോപ്പിയര്‍ എന്നിവയും താഴെപ്പറയുന്ന സ്പെസിഫി 
ക്കേഷനോട്‌ കൂടി 
സ്ഥാപനങ്ങളില്‍ നിന്നും മുര്രവെച്ച കവറുകളില്‍ മത്സര 
സ്വഭാവമുള്ള ടെണ്ടറുകള്‍ ക്ഷണിക്കുന്നു. ടെണ്ടറുകളില്‍ 
പ്ലാന്‍ 2020-21 ഒറൈസ്‌ സ്റ്റുഡിയോ ഓഫീസ്‌ ഉപകരണങ്ങളുടെ 
വിതരണം എന്ന്‌ രേഖപ്പെടുത്തേണ്ടതും പ്രിന്‍സിപ്പാള്‍, 
രീ സ്വാതി തിരുനാള്‍ സര്‍ക്കാര്‍ സംഗീത കോളേജ്‌, 
തൈക്കാട്‌ പി. ഒ., തിരുവനന്തപുരം എന്ന മേല്‍വിലാസത്തില്‍ 
സമര്‍പ്പിക്കേണ്ടതുമാണ്‌. 


വാങ്ങുന്നതിന്‌ വേണ്ടി അംഗീകൃത 


അടങ്കല്‍ തുക-* 3,20,000. 
നിരത്ദ്രവൃയം--$ 3,200. (ക്വാട്ട്‌ ചെയ്യുന്നതിന്റെ 1%). 


ടെണ്ടര്‍ ഫോറത്തിന്റെ വില 960 + 18% ജി.എസ്‌.റ്റി. 
ഴ്‌ 1,160. 


ഡ്യൂപ്ലിക്കേറ്റ്‌ 580. 


ടെണ്ടര്‍ ഫോറം വിതരണം ചെയ്യുന്ന അവസാന 


തീയതിയും സമയവും-22-2-2021, 2 മണി. 


ടെണ്ടര്‍ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 


സമയവും--23-2-2021, 2 മണി. 
ടെണ്ടര്‍ തുറക്കുന്ന തീയതിയും സമയവും- 
23-2-2021, 2.30 മണി. 


ദര്‍ഘാസുകള്‍ക്കൊപ്പം നിരതദ്രവ്യം ഇനത്തില്‍ ടെണ്ടര്‍ 
ചെയ്യുന്നതിന്റെ 1% തുക പ്രിന്‍സിപ്പാള്‍, (vol സ്വാതി 
തിരുനാള്‍ സര്‍ക്കാര്‍ സംഗീത കോളേജിന്റെ പേരില്‍ ഡി.ഡി. 
ആയി നല്‍കേണ്ടതും 4 200-ന്റെ മുദ്രപ്രതത്തില്‍ പ്രാഥമിക 
കരാര്‍ സമര്‍പ്പിക്കേണ്ടതുമാണ്‌. EMD, സെക്ൃൂരിറ്റി ഡെപ്പോസിറ്റ്‌ 
എന്നിവ നല്‍കുന്നതില്‍ നിന്ന്‌ ഒഴിവാക്കിയിട്ടുള്ള 
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സ്ഥാപനങ്ങള്‍ സ്റ്റോര്‍ പര്‍ച്ചേസ്‌ ഡിപ്പാര്‍ട്ടു മെന്റില്‍ 
നിന്ന്‌ പുതുക്കിയ രജിസ്‌ട്രേഷന്‍ സര്‍ട്ടിഫിക്കറ്റിന്റെ 


സാക്ഷ്യപ്പെടുത്തിയ പകര്‍പ്പ്‌ സമര്‍പ്പിക്കേണ്ടതാണ്‌. 


നല്‍കിയിരിക്കുന്ന സ്പെസിഫിക്കേഷന്‍ അനുസരിച്ച്‌ 
ക്വാട്ട്‌ ചെയ്യേണ്ടതാണ്‌. ദര്‍ഘാസില്‍ കാണിച്ചിരിക്കുന്ന 
നിരക്കുകള്‍ക്ക്‌ 2021 മാര്‍ച്ച്‌ 31 വരെ (6്രാബല്യം ഉണ്ടായിരി 
ക്കുന്നതാണ്‌. നിരക്കുകള്‍ നിലവിലുള്ള മാര്‍ക്കറ്റ്‌ വില 
അനുസരിച്ചുള്ളതായിരിക്കണം. നികുതികള്‍ ഉള്‍പ്പെടെയുള്ള 
നിരക്കാണ്‌ ക്വാട്ട്‌ ചെയ്യേണ്ടത്‌. ദര്‍ഘാസുകള്‍ കാരണം 
കാണിക്കാതെ നിരസിക്കാനുള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 


നിക്ഷിപ്തമായിരിക്കും. 


[No. 1/2020-21] 


No. A/116/2021/SSTCMTVPM. 4th February 2021. 


Sealed tenders are invited from reputed firms to 
IT & 
Modernization fund and purchase of Photocopier and 
Printer under CDC fund to Sree Swathi Thirunal Govt. 


College of Music, Thiruvananthapuram in Plan fund 


supply Orice Studio Equipment under 


2020-21 of the following specifications. Tenders should 
be submitted to Principal, Sree Swathi Thirunal Govt. 
College of Music, Thiruvananthapuram and should 
superscript ““Tender for supplying Orice Studio 
Equipment and Office Equipment Plan fund 2020-21”. 


Total amount—* 3,20,000. 

EMD—% 3,200 (1% of total quoted). 

Rate of tender form—% 960 + 18% GST = & 1,160. 
Duplicate—¥ 580. 


Last date and time of distribution of tender form— 
22-2-2021, 2 p. m. 


Last date and time of submitting tender form— 
23-2-2021, 2 p. ൩. 


Date and time of opening of tender—23-2-2021, 
2.30 p. m. 


Firms should submit 1% of total quoted amount as 
EMD and bring in the form of DD in the name of 
Principal, Sree Swathi Thirunal Govt. College of Music, 
Thiruvananthapuram along with preliminary agreement in 
Kerala Stamp Paper worth ₹ 200. The firms who are 
exempted from giving EMD and security deposit should 
produce exemption certificate issued by Stores Purchase 


Department duly attested. 
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All items should be quoted as per specifications. The 
rates in the tender are valid upto 31-3-2021. Rates 
should be quoted as per rates prevailing in the market 
including taxes. The Principal has the right to reject all 


tenders or a specific tender without prior notice. 


List of Items 








SL. Items & Oty. Appro. 

No. Specification Price 
ORICE STUDIO EQUIPMENT—% 3,00,000. 

1. Digital Smart Touch Board- | No. Below 
75"-85" 4 K resolution 4920 x 290, = 1,60,000 
Smart Connectivity, USB, WiFi, 

Bluetooth, HDMI,VGA, in built 
speaker System 

2. Active Podium-100 W or more, 1 No. Below 
inbuilt amplifier and microphone = 22,000 
unit 

3. Laptop-i5,10th Gen., 13", 8GB_ 1 No. Below 
RAM, 512 GB ROM MAC = 1,05,000 
Book +4gb RAM extra 

4. High Resolution Web CAM- 1 No. Below 
C 922 PRO, 10M, 4K resolution, = 13,000 


USB Connection Resolution 


Software 


OFFICE EQUIPMENT-CDC FUND—¥ 20,000 


1. Printer-PIXMA E410 USB 1 No. Below 
Connector, Auto Power On, = 5,000 
Black & colour ink combo, 

Pu 47 & CL 575 ink 

2. Printer + Photocopier- 1 No. Below 

Duplex 30 pages/minute = 15,000 


Pixma G. 2012, Ui 790 ink all 
in one (LCD) 1-2 inch segment. 





Total Below ? 3,20,000 


(including all taxes). 





Sree Swathi Thirunal 
Govt. College of Music, 
Thiruvananthapuram. 


(Sd.) 


Principal. 


16th Fes. 2021] 
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ലഘു ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 1/2020-21] 


നമ്പര്‍ agi/23/2021/MMSMLKZH. 2021 ജനുവരി 22. 


മലയിന്‍കീഴ്‌ എം. എം. എസ്‌. ഗവണ്‍മെന്റ്‌ ആര്‍ട്സ്‌ 
ആന്റ്‌ സയന്‍സ്‌ കോളേജിലേക്ക്‌ സ്പോര്‍ട്സ്‌ സാമ്ധ്ഗികള്‍ 
വിതരണം ചെയ്യുന്നതിനുള്ള മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ 
ക്ഷണിച്ചു കൊള്ളുന്നു. സാധനങ്ങളുടെ ലിസ്റ്റ്‌ ടെന്‍ഡര്‍ 
ഫോമിനോടൊപ്പം ഉള്ളടക്കം ചെയ്യുന്നതാണ്‌. ടെന്‍ഡര്‍ 
ലഭിക്കുന്ന വ്യക്തി സപ്ലൈ ഓര്‍ഡര്‍ ലഭിച്ചു 20 ദിവസത്തിനകം 
സാധനങ്ങള്‍ വിതരണം ചെയ്യേണ്ടതാണ്‌. 


കവറിനുമുകളില്‍ “അസ്സിസ്റ്റന്‍സ്‌ ടു ഡി. സി. ഇ. 


സിന്‌ 
ഫോര്‍ കണ്ടക്ട്‌ ഓഫ്‌ സ്പോര്‍ട്സ്‌ പ്ലാന്‍ ഫണ്ട്‌ 2020-2021” 
എന്ന്‌ എഴുതിയിരിക്കേണ്ടതും പ്രിന്‍സിപ്പാള്‍, എം. എം. എസ്‌. 
ഗവണ്‍മെന്റ്‌ ആര്‍ട്സ്‌ ആന്റ്‌ സയന്‍സ്‌ കോളേജ്‌, 
മലയിന്‍കീഴ്‌, തിരൂവനന്തപൂരം, പിന്‍-69ട 571 എന്ന 
ഉച്ചക്ക്‌ 
ലഭ്യമാക്കേണ്ടതുമാണ്‌. താമസിച്ചു ലഭിക്കുന്ന ടെന്‍ഡറുകള്‍ 


വിലാസത്തില്‍ 22-2-2021 2.30-ന്‌ മുമ്പായി 
പരിഗണിക്കുന്നതല്ല. ടെന്‍ഡര്‍ ഫോറം കോളേജ്‌ ഓഫീസില്‍ 
നിന്നും F 600+18% ജി.എസ്‌.ടി. നിരക്കില്‍ 22-2-2021 ഉച്ചയ്ക്ക്‌ 
2 മണിവരെ ലഭിക്കുന്നതാണ്‌. ടെന്‍ഡറില്‍ പങ്കെടുക്കുന്ന 
എല്ലാവരുടേയും സാന്നിധ്യത്തില്‍ 22-2-2021, 3 മണിക്ക്‌ 
ടെന്‍ഡറുകള്‍ തുറക്കുന്നതാണ്‌. ടെണ്ടര്‍ നോട്ടീസ്‌ കൈപ്പറ്റിയ 
വരോ അല്ല്ലെങ്കില്‍ അവരുടെ പ്രതിനിധികളോ (AIM OO 
സമയത്ത്‌ ഉണ്ടായിരിക്കേണ്ടതാണ്‌. ടെന്‍ഡര്‍ ഫോമിന്റെ തുക 
ഒരു കാരണവശാലും തിരികെ നല്‍കുന്നതല്ല. ദര്‍ഘാസ്‌ 


ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. ദര്‍ഘാസ്‌ 


ഫോറത്തിന്റെ വിലയായി ചെക്കുകള്‍, പോസ്റ്റല്‍ 
ഓര്‍ഡറുകള്‍, പോസ്റ്റല്‍ സ്റ്റാമ്പുകള്‍ എന്നിവ 


സ്വീകരിക്കുന്നതോ ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ വി.പി.പി. ആയി 
അയച്ചുകൊടുക്കുന്നതോ അല്ല. ഡ്യൂപ്ലിക്കേറ്റ്‌ ടെന്‍ഡര്‍ 
ആവശ്യമുള്ളപക്ഷം ഒരു കോപ്പിക്ക്‌ ₹ 300+18% ജി.എസ്‌.ടി.യും 
ഈടാക്കി വിതരണം ചെയ്യുന്നതാണ്‌. ഫോറം തപാലില്‍ 
ലഭിക്കാന്‍ താല്‍പര്യമുള്ളവര്‍ ആവശ്യമായ സ്റ്റാമ്പ്‌ പതിച്ച 
കവര്‍ സഹിതം മണിയോര്‍ഡര്‍ സമര്‍പ്പിക്കേണ്ടതാണ്‌. 


ടെന്‍ഡര്‍ അപേക്ഷയൊടൊപ്പം z 200-003 സ്റ്റാമ്പ്‌ പേപ്പര്‍ 
കൂടി സമര്‍പ്പിക്കേണ്ടതാണ്‌. ആകെ വിലയുടെ (1% മിനിമം 
= 1500) EMD ആയി ഡിമാന്റ്‌ ര്രാഫ്റ്റ്‌ ആയോ ഫിക്സഡ്‌ 
ഡെപ്പോസിറ്റായോ സമര്‍പ്പിക്കേണ്ടതാണ്‌. 1:41 ഒഴിവാക്കപ്പെട്ട 
സ്ഥാപനങ്ങള്‍ സ്റ്റോര്‍ പര്‍ച്ചേഴ്‌സ്‌ ഡിപ്പാര്‍ട്ട്‌ മെന്റ്‌ 
നല്‍കിയിട്ടുള്ള രജിസ്‌ട്രേഷന്‍ സര്‍ട്ടിഫിക്കറ്റ്‌ ഹാജരാക്കേണ്ട 
താണ്‌. അല്ലാത്തപക്ഷം ടെന്‍ഡറുകള്‍ നിരസിക്കുന്നതാണ്‌. 
ഉള്ള 


അധികാരം പ്രിന്‍സിപ്പാളില്‍ നിക്ഷിപ്തമാണ്‌. ടെന്‍ഡര്‍ തുക 


ടെന്‍ഡറുകള്‍ സ്വീകരിക്കാനും നിരസിക്കാനും 
എല്ലാവിധ ടാക്‌സുകളും ഉള്‍പ്പെട്ടതായിരിക്കണം. കൂടുതല്‍ 
വിവരങ്ങള്‍ക്ക്‌ gcktda@gmail.com എന്ന ഇ-മെയില്‍ 
വിലാസത്തിലും 0471-2282020 എന്ന ഫോണ്‍ നമ്പരിലും 


ബന്ധപ്പെടാവുന്നതാണ്‌. 
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[No. 1/2020-21] 


No. A1l/23/2021/MMSMLKZH (1). 
22nd January 2021. 


Sealed tenders are invited for the supply of Sports 
Goods in MMS Govt. Arts and Science College, 
Malayinkeezhu. The list of items to be supplied will be 
available along with the tender forms. The successful 
tenderers should deliver the items within 20 days from 
the date of supply order and as per the conditions 
specified there in. 


The envelopes containing the tender should bear the 
superscription “Supply of Sports Goods under plan fund 
2020-2021 Assistance to DCE of conduct of Sports and 
should be addressed to the Principal, MMS Govt. Arts 
and Science College, Malayinkeezhu, Pin-695 571”. Last 
date for receipt to tenders will be at 2.30 p. m. on 
22-2-2021. Late tenders will not be accepted. The 
tenders will opened at 3 p. m. on 22-2-2021 in the 
presence of such of the tenderers or their authorised 
representatives who may be present at that time. Intending 
tenderers may, on application to “The Principal, MMS 
Government Arts and Science College, Malayinkeezhu” 
obtain the requisite tender forms on which tenders 
should be submitted. Application for the tender form 
should be accompanied by a cash remittance of = 600 + 
GST 18% which is the price fixed for form/set of 
forms and which is not refundable under any 
circumstances. The tender forms are not transferable. Sale 
tender forms will be closed at 2 p.m. on 22-2-2021. 
Cheques, Postage Stamps etc. will not be accepted 
towards the cost of tender forms nor will be forms be 
sent per V.P.P. Duplicate tender forms, if required will 
be issued ₹ 300 + GST 18% per copy. 


All the tenderers should execute an agreement in 
Kerala Stamp Paper worth = 200 while submitting tender 
from (vide Page No.6 of the tender form). The Earnest 
Money Deposit (EMD) is required @1% of the total cost 
of the materials (minimum ₹ 1,500) quoted in tenders 
and should be remited by Demand Draft or Fixed Deposit 
receipts. The tenderes who are eligible for exexmption 
from payment of EMD should enclose copy of the latest 
certificate of Registration issued by Store Purchase 
Department, Govt. of Kerala. Otherwise the tender will be 
summarily rejected. The right to accept or reject the 
tender without assigning any reason thereof is vested with 
the undersigned. The price to be quoted in the tender 
must be inclusive of all taxes. 


Further details, if any can contact the College 
Office on all working days and on request to College 
email id:gcktda@ gmail.com (Phone No. 0471-2282020). 


MMS Govt. Arts and Science College, 
Malayainkeezhu. 


(Sd.) 


Principal. 


16th Fes. 2021] 
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ദര്‍ഘാസ്‌ പരസ്യം 
(0) 


നമ്പര്‍ A4/2217/2020/KKTM 9൦൪. 





2021 ജനുവരി 22. 


പുല്ലൂറ്റ്‌ കെ.കെ. ടി.എം. ഗവണ്‍മെന്റ്‌ കോളേജിലേക്ക്‌ 
ഏകദേശം ₹ 2,00,000 (രണ്ട്‌ ലക്ഷം രൂപ) വിലയുള്ള 
സ്‌ പോര്‍ട്സ്‌ ഉപകരണങ്ങള്‍ സലബപ്ലൈ ചെയ്യുന്നതിന്‌ 
മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. ദര്‍ഘാസ്‌ 
അടക്കം ചെയ്ത കവറിന്‌ പുറത്ത്‌ “പ്ലാന്‍ ഫണ്ടില്‍ നിന്നും 
സ്‌ പോര്‍ട്‌സ്‌ ഉപകരണങ്ങള്‍ സപ്ലൈ ചെയ്യുന്നതിനുള്ള 
ദര്‍ഘാസ്‌ ” എന്ന്‌ എഴുതിയിരിക്കേണ്ടതും, പ്രിന്‍സിപ്പാള്‍, 
കെ. കെ. ടി. എം. ഗവണ്‍മെന്റ്‌ കോളേജ്‌, പുല്ലൂറ്റ്‌ പി. ഒ.., 
തൃശ്ശൂര്‍ ജില്ല, പിന്‍ -680 663 എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന 
ദിവസം 22-2-2021 ഉച്ചക്ക്‌ 2 മണിവരെ ആയിരിക്കും. മേല്‍ 
സമയത്തിനുള്ളില്‍ ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ അന്നേ ദിവസം 
ഉച്ചയ്ക്ക്‌ 3 മണിക്ക്‌ അപ്പോള്‍ ഹാജരുള്ള ദര്‍ഘാസ്‌ 
ഉടമകളുടെയോ അവര്‍ അധികാരപ്പെടുത്തിയിട്ടുള്ള 
വ്യക്തികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. വൈകി 
ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. നിര്‍ദ്ദിഷ്ട ഫോറത്തിലാണ്‌ ദര്‍ഘാസുകള്‍ 
സമര്‍പ്പിക്കേണ്ടത്‌. പ്രസ്തുത ഫോറത്തിന്‌ ₹ 600 +18% GST 
(പകാരം ഒടുക്കിയാല്‍ പപവൃത്തി ദിവസങ്ങളില്‍ 10 മണി 
മൂതല്‍ 3 മണിവരെ ഓഫീസില്‍ നിന്ന്‌ ലഭിക്കുന്നതാണ്‌. 
ഫോറത്തിന്റെ വില മണിയോര്‍ഡറായി സ്വീകരിക്കുന്നതാണ്‌. 
എന്നാല്‍ (ഡാഫ്റ്റ്‌, ചെക്ക്‌, പോസ്റ്റല്‍ ഓര്‍ഡര്‍ എന്നിവ 
സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ പകര്‍പ്പ്‌ 
ആവശ്യമുണ്ടെങ്കില്‍ പകര്‍പ്പ്‌ ഒന്നിന്‌ ₹ 300 + 18% GST 
പ്രകാരം അടച്ച്‌ അപേക്ഷിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറം 
കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ 
വില്‍പന 22-2-2021 പകല്‍ 12 മണിക്ക്‌ അവസാനിക്കും. 
പൂരിപ്പിച്ച ടെണ്ടര്‍ സമര്‍പ്പിക്കുന്നതിനോടൊപ്പം F 200 വില 
യുള്ള മുദ്ര പ്രതത്തില്‍ ഒരു എഗ്രിമെന്റും രേഖപ്പെടുത്തിയിരി 
ക്കുന്ന വിലയുടെ 1% (മിനിമം ₹ 1,500) നിരതദ്രവ്യം അടച്ച 
തിനുള്ള ഡിമാന്റ്‌ (്രാഫ്റ്റ്‌ എന്നിവ ഉള്ളടക്കം ചെയ്യേണ്ടതാണ്‌. 
നിരത്രദവൃയം അടയ്ക്കുന്നതില്‍ ഒഴിവുള്ളവര്‍ മതിയായ 
രേഖകള്‍ സമര്‍പ്പിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറം തപാലില്‍ 
ലഭിക്കണമെന്ന്‌ താല്‍പര്യമുള്ളവര്‍ ആവശ്യമായ 
തപാല്‍ സ്റ്റാമ്പ്‌ പതിച്ച മേല്‍വിലാസം എഴുതിയ കവര്‍ 
അപേക്ഷയോടൊപ്പം അയയ്ക്കേണ്ടതാണ്‌. 


No. A4/2217/2020/KKTM ൨൭൦൮). 22nd January 2021. 


Sealed tenders are invited forthe supply of Sports 
Equipments for an amount of 2,00,000 (Rupees Two 
Lakh only) to K.K.T.M. Government College, Pullut P.O., 
Thrissur District, Pin-680 663 under Plan Fund. 


Tender should be superscribed “Tender for the Supply 
of Sports Equipments to the College under Plan Fund ” 
and should be addressed to the Principal, K. K. T. M. 
Government College, Pullut P. O., Thrissur District, 
Kerala State, Pin-680 663. Last date of receipt of 
tenders will be at 2 p. m. on 22-2-2021. Late tenders will 
not be accepted. Tender will be opened at 3 p. m. on 
22-2-2021 in the presence of such tenderers or 
representatives who may be present at that time. 


Gaz No. 7/2021/DTP (Stores Purchase). 
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Intending tenderers may on application to the 
Principal, K. K. T. M. Government College, Pullut P. O., 
Thrissur District, Kerala State, Pin-680 663 to obtain the 
requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of ₹ 600+18% GST 
which is the price fixed for a tender form and is not 
refundable under any circumstances. Sale of tender forms 
will be closed at 3 p. m. on every working day. The 
tender forms are not transferable. Cheques, Postal Orders, 
Demand Drafts etc. will not be accepted towards the cost 
of tender form or will not be sent by V. P. P. Sale of 
tender form will be closed at 12 Noon on 22-2-2021. 


Duplicate forms if required will be issued at 
= 300+18% GST per copy. Those who wish to receive 
the tender forms by post may send a self addresed, 
sufficiently stamped envelope in addition to the cost of 
tender forms an agreement in Kerala Stamp Paper worth = 
200 is to be executed while submitting the tender form 
(vide Page No. 6th of the tender form)EMD is required 
@ 1% of the total estimated cost of articles fixed by the 
purchasing office (minimum ₹ 1,500) and should be 
submitted by Demand Draft in favour of the Principal, 
K. K. T. M. Government College, Pullut. The tenderers 
who are eligible for exemption from payment of EMD/ 
Security Deposit should enclose a copy of the latest 
Certificate of registration issued by Government of 
Kerala Store Purchase Department. Further details if any 
required can be available from the College Office 
from 9.30 a. m. to 4.30 p.m. on all working days. 


(2) 


നമ്പര്‍ A4/2055/2020/KKTM റ. 2021 ജനുവരി 23. 


പുല്ലൂറ്റ്‌ കെ. കെ. ടി. എം. ഗവണ്‍മെന്റ്‌ കോളേജിലെ 
OHMS] ലാബിലേക്ക്‌ ഏകദേശം F 3,26,300 (മൂന്ന്‌ 
ലക്ഷത്തി ഇരുപത്തിയാറായിരത്തി മുന്നൂറ്‌ രൂപ) വിലയുള്ള 
ലാബ്‌ ഉപകരണങ്ങള്‍ സപ്ലൈ ചെയ്യുന്നതിന്‌ മുദ്രവെച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളൂുന്നു. ദര്‍ഘാസ്‌ അടക്കം 
ചെയ്ത കവറിന്‌ പുറത്ത്‌ “പ്ലാന്‍ ഫണ്ടില്‍ നിന്നും 
കെമിസ്(ടി ലാബിലേക്ക്‌ ലാബ്‌ ഉപകരണങ്ങള്‍ സപ്ലൈ 
ചെയ്യുന്നതിനുള്ള ദര്‍ഘാസ്‌ ” എന്ന്‌ എഴുതിയിരിക്കേണ്ടതും 
പ്രിന്‍സിപ്പാള്‍, കെ.കെ. ടി.എം. ഗവണ്‍മെന്റ്‌ കോളേജ്‌, പുല്ലൂറ്റ്‌ 
പി. ഒ., തൃശ്ശൂര്‍ ജില്ല, പിന്‍ -680 663 എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന 
ദിവസം 23-2-2021 ഉച്ചയ്ക്ക്‌ 2 മണിവരെ ആയിരിക്കും. മേല്‍ 
സമയത്തിനുള്ളില്‍ ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ അന്നേ ദിവസം 
ഉച്ചയ്ക്ക്‌ 3 മണിക്ക്‌ അപ്പോള്‍ ഹാജരുള്ള ദര്‍ഘാസ്‌ 
ഉടമകളുടെയോ അവര്‍ അധികാരപ്പെടുത്തിയിട്ടുള്ള 
വ്യക്തികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. വൈകി 
ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. നിര്‍ദ്ദിഷ്ട ഫോറത്തിലാണ്‌ ദര്‍ഘാസുകള്‍ 
സമര്‍പ്പിക്കേണ്ടത്‌. പ്രസ്തുത ഫോറത്തിന്‌ %1,050+18% GST 
(പകാരം ഒടുക്കിയാല്‍ പ്രവൃത്തി ദിവസങ്ങളില്‍ 10 മണി 
മൂതല്‍ 3 മണിവരെ ഓഫീസില്‍ നിന്ന്‌ ലഭിക്കുന്നതാണ്‌. 
ഫോറത്തിന്റെ വില മണിയോര്‍ഡറായി സ്വീകരിക്കുന്നതാണ്‌. 
എന്നാല്‍ (ഡാഫ്റ്റ്‌, ചെക്ക്‌, പോസ്റ്റല്‍ ഓര്‍ഡര്‍ എന്നിവ 


16th Fes. 2021] 


STORES PURCHASE 


258 





സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ പകര്‍പ്പ്‌ 
ആവശ്യമുണ്ടെങ്കില്‍ പകര്‍പ്പ്‌ ഒന്നിന്‌ ₹ 600 + 18% GST 
പ്രകാരം അടച്ച്‌ അപേക്ഷിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറം 
കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ 
വില്‍പന 23-2-2021 പകല്‍ 12 മണിക്ക്‌ അവസാനിക്കും. 
പൂരിപ്പിച്ച ടെണ്ടര്‍ സമര്‍പ്പിക്കുന്നതിനോടൊലപ്പം ₹ 200 
വിലയുള്ള മുദ്ര പ്രതത്തില്‍ ഒരു എഗ്രിമെന്റും രേഖപ്പെടുത്തി 
യിരിക്കുന്ന വിലയുടെ 1% (മിനിമം ₹ 1,500) നിരത്രദ്രവ്യം 
അടച്ചതിനുള്ള ഡിമാന്റ്‌ രഡാഫ്റ്റ്‌ എന്നിവ ഉള്ളടക്കം 
ചെയ്യേണ്ടതാണ്‌. നിരത്രദവ്യം അടയ്ക്കുന്നതില്‍ ഒഴിവുള്ളവര്‍ 
മതിയായ രേഖകള്‍ സമര്‍പ്പിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറം 
തപാലില്‍ ലഭിക്കണമെന്ന്‌ താല്‍പര്യമുള്ളവര്‍ ആവശ്യമായ 
തപാല്‍ സ്റ്റാമ്പ്‌ പതിച്ച മേല്‍വിലാസം എഴുതിയ കവര്‍ 
അപേക്ഷയോടൊപ്പം അയയ്ക്കേണ്ടതാണ്‌. 


No. A4/2055/2020/KKTM ൨൦൮൮). 23rd January 2021. 


Sealed tenders are invited forthe supply of 
Chemistry Lab Equipments for an amount വ്‌ 3,26,300 
(Rupees Three Lakh Twenty Six Thousand Three Hundred 
only) to K.K.T.M. Government College, Pullut P.O., 
Thrissur District, Pin-680 663 under Plan Fund. 


Tender should be superscribed “Tender for the Supply 
of Chemistry Lab Equipments to the College under Plan 
Fund ” and should be addressed to the Principal, K. K. T. M. 
Government College, Pullut P. O., Thrissur District, 
Kerala State, Pin-680 663. Last date of receipt of tenders 
will be at 2 p. m. on 23-2-2021. Late tenders will 
not be accepted. Tender will be opened at 3 p. m. on 
23-2-2021 in the presence of such tenderers or 
representatives who may be present at that time. 


Intending tenderers may on application to the 
Principal, K. K. T. M. Government College, Pullut P. O., 
Thrissur District, Kerala State, Pin-680 663 to obtain the 
requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of ₹ 1,050+18% GST 
which is the price fixed for a tender form and is not 
refundable under any circumstances. Sale of tender forms 
will be closed at 3 p. m. on every working day. The 
tender forms are not transferable. Cheques, Postal Orders, 
Demand Drafts etc. will not be accepted towards the cost 
of tender form or will not be sent by V. P. P. Sale of 
tender form will be closed at 12 Noon on 23-2-2021. 


Duplicate forms if required will be issued at 
= 600+18% GST per copy. Those who wish to receive 
the tender forms by post may send a self addresed, 
sufficiently stamped envelope in addition to the cost of 
tender forms. an agreement in Kerala Stamp Paper worth 
= 200 is to be executed while submitting the tender form 
(vide Page No.6th of the tender form) EMD is rwequired 
@ 1% of the total estimated cost of articles fixed by the 
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purchasing office (minimum ₹ 1,500) and should be 
submitted by Demand Draft in favour of the Principal, 
K. K. T. M. Government College, Pullut. The tenerers 
who are eligible for exemption from payment of EMD/ 
Security Deposit should enclose a copy of the latest 
Certificate of registration issued by Government of 
Kerala Store Purchase Department. Further details if any 
required can be available from the College office from 
9.30 a. m. to 4.30 p.m. on all working days. 


K. K. T. M. Government College, 
Pullut. 


(Sd.) 


Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





നമ്പര്‍ എ/15/2021. 2021 ജനുവരി 18. 


അട്ടപ്പാടി രാജീവ്‌ ഗാന്ധി സ്മാരക സര്‍ക്കാര്‍ ആര്‍ട്സ്‌ 
& സയന്‍സ്‌ കോളേജില്‍ F 2,00,000 (രണ്ട്‌ ലക്ഷംു-ന്റെ 
കായിക ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുന്നതിന്‌ മുദ്രവച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചു കൊള്ളുന്നു. സര്‍ക്കാരിന്റെ 
ഴ്‌ 200 (ഇരുന്നൂറ്‌ )-ന്റെ സ്റ്റാമ്പ്‌ പേപ്പറില്‍ എഗ്രിമെന്റും 1% 


അടങ്കല്‍ തുകയും ടെണ്ടറിനോടൊപ്പം സമര്‍പ്പിക്കേണ്ടതാണ്‌. 


ടെന്‍ഡറുകള്‍ ഉള്ളടക്കം ചെയ്ത കവറിന്റെ പുറത്ത്‌ 
ടെന്‍ഡര്‍ നമ്പര്‍ ag)1/15/2020-21/supply of Sports Equipment 
items under Plan fund 2020-21 എന്ന്‌ രേഖപ്പെടുത്തേണ്ടതും 
“പ്രിന്‍സിപ്പാള്‍, രാജീവ്‌ ഗാന്ധി സ്മാരക സര്‍ക്കാര്‍ ആര്‍ട്സ്‌ 
& സയന്‍സ്‌ കോളേജ്‌, കോട്ടത്തറ പി. ഒ. അട്ടപ്പാടി-ഒ്ങ 581” 
എന്ന വിലാസത്തില്‍ അയയ്ക്കേണ്ടതുമാണ്‌. ടെന്‍ഡറുകള്‍ 
22-2-2021 ഉച്ചയ്ക്ക്‌ 2 മണിക്ക്‌ മുമ്പായി കോളേജ്‌ ഓഫീസില്‍ 
ലഭിച്ചിരിക്കേണ്ടതാണ്‌. വൈകി ലഭിക്കുന്ന ദര്‍ഘാസുകള്‍ 
യാതൊരു കാരണവാശാലും സ്വീക രിക്കുന്നതല്ല. 
ദര്‍ഘാസുകള്‍ 22-2-2021 വൈകുന്നേരം 3.30 മണിക്ക്‌ 
ഹാജരായിട്ടുള്ള കരാറുകാരുടെയോ അവരുടെ അംഗീകൃത 


ഏജന്റിന്റെയോ സാന്നിദ്ധൃത്തില്‍ തുറക്കുന്നതാണ്‌. 


താല്‍പ്പരൃമുള്ളവര്‍ ടെന്‍ഡര്‍ ഫോറത്തിനായി 
"പ്രിന്‍സിപ്പാള്‍, രാജീവ്‌ ഗാന്ധി സ്മാരക സര്‍ക്കാര്‍ ആര്‍ട്സ്‌ & 
സയന്‍സ്‌ കോളേജ്‌, കോട്ടത്തറ പി. ഒ., അട്ടപ്പാടി-678 581” എന്ന 
വിലാസത്തില്‍ അപേക്ഷിക്കേണ്ടതാണ്‌. അപേക്ഷയോടൊപ്പം 
ദര്‍ഘാസ്‌ ഫോമുകളുടെ വില F 672 (60072 GST12%) 
(അറുന്നൂറ്റി എഴുപത്തി രണ്ട രൂപ മാത്രം) അടയ്ക്കേണ്ടതാണ്‌. ടെണ്ടര്‍ 
ഫോറത്തിന്റെ വില യാതൊരു കാരണവശാലും മടക്കി 
നല്‍കുന്നതല്ല. ടെന്‍ഡര്‍ ഫോറം കൈമുമറ്റം ചെയ്യുവാന്‍ 
പാടുള്ളതല്ല. ടെന്‍ഡര്‍ ഫോറത്തിന്റെ വില്പന 22-2-2021 
ഉച്ചയ്ക്ക്‌ 12 മണിക്ക്‌ അവസാനിക്കുന്നതാണ്‌. ടെന്‍ഡര്‍ 
ഫോറത്തിന്റെ വില നേരിട്ട അടയയ്ക്കുകയോ മണിയോര്‍ഡറായി 
അയക്കുകയോ ചെയ്യാം. രഡാഫ്റ്റ്‌, ചെക്ക്‌, പോസ്റ്റേജ്‌ 
സ്റ്റാമ്പുകള്‍ മുതലായവ സ്വീകരിക്കുകയോ വി. പി. പി. 
ആയി അയയ്ക്കുകയോ ചെയ്യാവുന്നതല്ല. ഡ്യൂപ്ലിക്കേറ്റ്‌ 
ഫോറം ആവശ്യമുള്ളവര്‍ ആയതിലേക്കായി F 336 (3004-36 
GST12%) കുടി അയക്കേണ്ടതാണ്‌. മണിയോര്‍ഡറായി 
അയയ്ക്കുന്നവര്‍ ₹ 2722 (672--പോസ്റ്റല്‍ ചാര്‍ജ്‌ 50) കൂടി 


അയയ്ക്കേണ്ടതാണ്‌. 
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No. A1/15/2020-21/Plan fund/Sports. 
I8th January 2021]. 


Sealed tenders are invited for the supply of Sports 
Goods to College Physical Education Department for 
= 2,00,000. 


Tender should be superscribed “Tender No. A1/15/ 
2020-21 Plan/Supply of Sports Goods” and Addressed 
to “ The Principal, Rajiv Gandhi Memorial Govt. Arts & 
Science College, Attappadi, Kottathara P. O., Pin-678 581.” 
The filled in tenders should reach this office on or before 
22-2-2021 at 2 p.m. Late tenders will not be considered 
under any circumstances. The tenders will be opened at 
3 p. ൩. on 22-2-2021in the presence of the tenderers or 
their authorized representatives who may be present at 
that time. 


Intending tenderers may apply to “The Principal, 
Rajiv Gandhi Memorial Govt. Arts & Science College, 
Attappadi, Kottathara P. O., Pin-678 581” to obtain 
the requisite tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by Money Order or Cash remittance of 
= 672 [600+ 72 (GST 12%)] which is the price fixed for 
a tender form and which is not refundable. Tender forms 
are not transferable. 


Sale of tender forms will be closed at 12 Noon on 
22-2-2021. Cheque, Postage Stamps, Demand Draft, 
Postal Order etc. will not be accepted towards the cost of 
tender form and not by V. P. P. Duplicate tender forms if 
required will be issued for 336 [300+36(GST 12%)] 
per copy. For money order ₹ 722 (672+Postal 
Charge 50) 


Rajiv Gandhi Memorial 
Govt. Arts & Science College, 
Attappady, Palakkad. 


(Sd.) 


Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





നമ്പര്‍ ag)1/1018/2020/TMGCTRRAD. 2021 ജനുവരി 17. 


തിരൂര്‍ ടി. എം. ഗവണ്‍മെന്റ്‌ കോളേജിലേക്ക്‌ 2020-21 
സാമ്പത്തിക വര്‍ഷത്തില്‍ പ്ലാന്‍ പദ്ധതിയില്‍ Assistance to 
DCE for conduct of sports എന്ന ശീര്‍ഷകത്തില്‍ ഈ 
കോളേജിലെ ഫിസിക്കല്‍ എഡ്യൂക്കേഷന്‍ ഡിപ്പാര്‍ട്ട്മെന്റിലേക്ക്‌ 
ZF 2,00,000 (രണ്ട്‌ ലക്ഷം രൂപ മാധ്തം) -ന്റെ സ്‌പോര്‍ട്‌സ്‌ 
ഉപകരണങ്ങള്‍ 
നിന്നും 
ക്ഷണിച്ചുകൊള്ളുന്നു. 


വിതരണം ചെയ്യാന്‍ തയ്യാറുള്ള വരില്‍ 
ALG AlaJ മത്സരസ്വഭാവമുള്ള ദര്‍ഘാസുകള്‍ 


ദര്‍ഘാസുകള്‍ അടക്കം ചെയ്ത കവറിനു മുകളില്‍ 
“ദര്‍ഘാസ്‌ നോട്ടീസ്‌ നമ്പര്‍ എ 1018/2020-21 (all) 
Assistance to DCE for conduct of sports” എന്ന 
ശീര്‍ഷകത്തില്‍ “ഫിസിക്കല്‍ എഡ്യൂക്കേഷന്‍ ഡിപ്പാര്‍ട്ട്മെന്റി 
ലേക്ക്‌ വിതരണം 


സ്‌ പോര്‍ട്‌ സ്‌ ഉപകരണങ്ങള്‍ 
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ചെയ്യുന്നതിനുള്ള ദര്‍ഘാസുകള്‍” എന്നെഴുതി പ്രിന്‍സിപ്പാള്‍, 
ടി, എം. ഗവണ്‍മെന്റ്‌ കോളേജ്‌, തിരൂര്‍, വാക്കാട്‌ പി. B., 
മലപ്പുറം ജില്ല, പിന്‍-676 502 എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകള്‍ സ്വീകരിക്കുന്ന അവസാന 
തീയതി 27-2-2021-ന്‌ ഉച്ചയ്ക്ക്‌ ശേഷം 2 മണിവരെ 
ആകുന്നു. 
മണിക്ക്‌ 


ദര്‍ഘാസുകള്‍ അന്നേ ദിവസം ഉച്ചയ്ക്കുശേഷം 


2.30 ഹാജ രായിട്ടുള്ള ദര്‍ഘാസുകാരുടെ 


സാന്നിദ്ധ്യത്തില്‍ തുറന്ന്‌ പരിശോധിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില്‍പ്പന 27-2-2021, 12.30-ന്‌ അവസാനി 
ക്കുന്നതാണ്‌. വൈകിക്കിട്ടുന്നതും അപൂര്‍ണ്ണവുമായ ടെണ്ടറുകള്‍ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ 
ഫോറം ലഭിക്കുന്നതിന്‌ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായ 
₹ 678 (ടെണ്ടര്‍ ഫോറത്തിന്റെ വില ₹ 600-0 ജി.എസ്‌.ടി. 12%, 
1% Flood Cess ഉള്‍പ്പെടെ) അടയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില യാതൊരു കാരണവശാലും മടക്കി 
നല്‍കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ 
പാടുള്ളതല്ല. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി 
ചെക്കുകള്‍, പോസ്റ്റല്‍ ഓര്‍ഡറുകള്‍, പോസ്റ്റല്‍ സ്റ്റാമ്പുകള്‍ 
എന്നിവ സ്വീകരിക്കുന്നതോ ദര്‍ഘാസുകള്‍ വി. പി. പി. 
ആയി അയച്ചുകൊടുക്കുന്നതോ അല്ല. ദര്‍ഘാസ്‌ ഫോറം 
തപാലില്‍ ലഭിക്കുന്നതിന്‌ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയും 
തപാല്‍ ചാര്‍ജ്ജും ഉള്‍പ്പെടെ ₹ 722 മണി ഓര്‍ഡര്‍ 


അയച്ചുതരേണ്ടതാണ്‌. 


പൂരിപ്പിച്ചതും ഒപ്പിട്ടതുമായ 
ആകെ 
(മിനിമം ₹? 1,500) .പിന്‍സി പ്പാളിന്റെ പേരില്‍ തിരൂര്‍ 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ 


കൂടെ നിരത്രദ്രവ്ൃയമായി തുകയുടെ 1% 
എസ്‌.ബി.ഐ. (്ബാഞ്ചില്‍ മാറാവുന്ന തരത്തില്‍ ഡിമാന്റ്‌ 


LADIAHG അടക്കം ചെയ്യേണ്ടതാണ്‌. നിരത്ദ്രവൃത്തിന്‌ 
പലിശ നല്‍കുന്നതല്ല. ഓരോ ഉപകരണത്തിന്റെയും വില, 
നികുതികള്‍, മറ്റു ചെലവുകള്‍, വിശദവിവരം, ബ്രോഷര്‍ 
സഹിതം എന്നിവ പ്രത്യേകം കാണിക്കേണ്ടതാണ്‌. വിതരണം 
ചെയ്യുന്ന സാധന സാമ്രഗികളുടെ വാറണ്ടി സര്‍വ്വീസ്‌ 
വ്യവസ്ഥകള്‍ പ്രതിപാദിച്ചിരിക്കണം. വിതരണ ഉത്തരവ്‌ കിട്ടി 
ഒരു മാസത്തിനുള്ളില്‍ ഉപകരണങ്ങള്‍ സ്വന്തം ചെലവില്‍ 
കോളേജില്‍ എത്തിക്കേണ്ടതാണ്‌. വിലനിലവാരത്തിന്‌ 


31-3-2021 വരെ പ്രാബല്യമുണ്ടായിരിക്കുന്നതാണ്‌. 


ഓരോ ടെണ്ടറിന്റെ കൂടെയും ₹ 200 വിലയുള്ള 
കേരള മുദ്രപ്രതത്തില്‍ കരാര്‍ എഴുതി സമര്‍പ്പിക്കേണ്ടതാണ്‌. 
നിരത്ര്രവ്യം അടയ്ക്കുന്നതില്‍ നിന്നും ഒഴിവാക്കിയിട്ടുള്ള 
സ്ഥാപനങ്ങള്‍ ഉത്തരവിന്റെ ശരിപ്പകര്‍പ്പ്‌ ദര്‍ഘാസിന്റെ കൂടെ 
അടക്കം ചെയ്യേണ്ടതാണ്‌. യാതൊരു മുന്നറിയിപ്പും കൂടാതെ 
ദര്‍ഘാസ്‌ നടപടികള്‍ റദ്ദാക്കുന്നതിനോ നീട്ടിവയ്‌്ക്കുന്ന 
ഒപ്പിട്ടിട്ടുള്ള ആളില്‍ 
ഓഫീസിലെ പണമിടപാട്‌ സമയം 


തിനോ ഉള്ള അധികാരം താഴെ 
നിക്ഷിപ്തമാണ്‌. 
രാവിലെ 10 മണി മുതല്‍ ഉച്ചയ്ക്ക്‌ 2 മണിവരെയാകുന്നു. 
കൂടുതല്‍ വിവരങ്ങള്‍ ആഫീസ്‌ പ്രവൃത്തി സമയങ്ങളില്‍ 


നേരിട്ട്‌ അന്വേഷിച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. 
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No. A1-1018/2020/TMGCTRR/(IID). 
17th January 2021. 


Sealed competitive tenders are invited for the 
supply of Sports Equipments to Physical Education 
Department of T. M. Government College, Tirur for a 
Total cost of * 2,00,000 under the scheme of Assistance 
to DCE for conduct of sports 2020-21 Plan. 


The envelope containing the tender should be 
superscribed as “Tender No. Al-1018/2020-21(P)-Supply 
of Sports Equipments to Physical Education Department 
under the scheme of “Assistance to DCE for conduct of 
sports 2020-21 Plan” and addressed to “The Principal, 
T. M. Govt. College, Tirur, Vakkad P. O., Malappuram 
District, Kerala, Pin-676 502”. The last date and time for 
receipt of filled tender is at 2 p. ൩. on 27-2-2021. The 
tenders will be opened at 2.30 p. m. on the same day in 
the presence of such tenderers or their authorized 
representatives who may be present at that time. Sale 
of tender form will be closed on 12.30 p. m. 
27-2-2021. 


on 


Intending tenderers may make an application to the 
Principal to obtain the requisite tender form, in which 
tenders should be submitted. The original tender form 
duly filled and signed only will be accepted. 
Application for the tender form should be accompanied 
by a cash remittance of % 678 (cost of tender form 
= 600 + G.S.T. 12%, 1% Flood cess) which is the price 
fixed for a tender form and which is not transferable. 
Cheques, Postal Orders and Postal Stamps will not be 
accepted towards the cost of tender form and the tender 
form will not be sent by V.PP. Those who require tender 
form by Registered Post should sent the cost of tender 
form = 728 including postal charges for Registered Post 
by Money Order. Every tender should be accompanied by 
an agreement in Kerala Stamp Paper worth = 200. 
The articles should be supplied within one month on the 
receipt of the purchase order to the college at your own 
expenses. 


The period of firmness of rate quoted will be up to 
31-3-2021. Rates, G.S.T. and condition of supply 
articles should clearly be stated separately in respect of 
each items. 


The tenders should be accompanied by an EMD of 
1% (Minimum * 1,500) of the total cost in the form of 
Demand Draft drawn in favour of “The Principal, 
T. M. Govt. College, Tirur’, payable at SBI, Tirur Branch 
only. Tenders without sufficient EMD are liable to be 
rejected. EMD will not carry any interest. The firm who 
are exempted from furnishing EMD should be enclosed 
the attested copy of exemption orders. More details can 
be had from the college office during working days. 
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The undersigned will have the right to cancel or 
extend the tender formalities at any time without 
further notice. Cash hours of the office will be 10 a. m. 
to 2 p. ൩. in all working days. Phone: 0494 2630027. 


T. M. Govt. College, 
Tirur. 


(Sd.) 


Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 02/2020-21 (്ലാന്‍)| 


നമ്പര്‍ എദ3-637/2020/1൧൧.0൦ Accreditation. 2021 ജനുവരി 19. 


കൊണ്ടോട്ടി ഗവ. ആര്‍ട്സ്‌ & സയന്‍സ്‌ കോളേജ്‌, 
വിളയില്‍ പി.ഒ.- ലേക്ക്‌ 2020-21 സാമ്പത്തിക വര്‍ഷത്തിലെ 
Quality Enhancement & Accreditation NAAC ശീര്‍ഷകത്തില്‍ 
വിവിധ തരത്തിലുള്ള ബോര്‍ഡുകള്‍ എഴുതി പ്രിന്റ്‌ ചെയ്ത്‌ 
വിതരണം ചെയ്ത്‌ സ്ഥാപിക്കുന്നതിന്‌ തയ്യാറുള്ളവരില്‍ 
നിന്നും മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. 


അടങ്കല്‍ തുക-* 2,24,700 നിരക്ക്‌ രേഖപ്പെടുത്തുമ്പോള്‍ 
GST, Labour charge, writing/printing charge ഉള്‍പ്പെടെ 
കാണിക്കേണ്ടതാണ്‌. ബോര്‍ഡുകളില്‍ ആലേഖനം/മുശ്രണം 
ചെയ്യുവാനുള്ള വിവരങ്ങള്‍ കോളേജ്‌ നല്‍കുന്നതാണ്‌. 
ആവശ്യമെങ്കില്‍ പര്‍ച്ചേസ്‌ കമ്മിറ്റി മുമ്പാകെ മെറ്റീരിയല്‍ 
സാമ്പിളുകള്‍ സ്ഥാപനത്തിന്റെ സ്വന്തം ചെലവില്‍ 
സമര്‍പ്പിക്കേണ്ടതാണ്‌. 


ദര്‍ഘാസുകള്‍ അടക്കം ചെയ്ത കവറിനുമുകളില്‍ 
“2020-21 വര്‍ഷത്തില്‍ പ്ലാന്‍ Quality Enhancement & 
Accreditation NAAC ശീര്‍ഷകത്തില്‍ വിവിധ തരത്തിലുള്ള 
ബോര്‍ഡുകള്‍ എഴുതി/,്പിന്റ്‌ ചെയ്ത്‌ വിതരണം ചെയ്ത്‌ 
സ്ഥാപിക്കുന്നതിനുള്ള ദര്‍ഘാസ്‌” എന്നെഴുതി പ്രിന്‍സിപ്പാള്‍, 
ഗവ. ആര്‍ട്സ്‌ & സയന്‍സ്‌ കോളേജ്‌, കൊണ്ടോട്ടി, 
വിളയില്‍ പി.ഒ., മലപ്പുറം ജില്ല, കേരളം, പിന്‍ കോഡ്‌-673 641 
എന്ന വിലാസത്തില്‍ അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസുകള്‍ 
സ്വീകരിക്കുന്ന അവസാന തീയതി 25-2-2021 ഉച്ചയ്ക്കു 
ശേഷം 1 മണിവരെയാകുന്നു. ദര്‍ഘാസുകള്‍ അന്നേദിവസം 
ഉച്ചയ്ക്കുശേഷം 3 മണിക്ക്‌ തുറക്കുന്നതാണ്‌. പൂരിപ്പിച്ച 
അസ്സല്‍ ദര്‍ഘാസുകള്‍ മാതമേ സ്വീകരിക്കുകയുള്ളൂ. 
ദര്‍ഘാസ്‌ ഫോറം ലഭിക്കുന്നതിന്‌ മുകളില്‍ കാണിച്ച 
വിലാസത്തില്‍ അപേക്ഷിക്കേണ്ടതാണ്‌. അപേക്ഷയോടൊപ്പം 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായ ZT 8940 (12% ജി.എസ്‌.്റി 
ഉള്‍പ്പെടെ) അയയ്ക്കേണ്ടതാണ്‌. ഡ്യൂപ്ലിക്കേറ്റ്‌ ഫോറത്തിന്റെ 
വില F 448. പ്രസ്തുത സാഖ്യ യാതൊരു കാരണവശാലും 
മടക്കി കൊടുക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം 
ചെയ്യാന്‍ പാടുള്ളതല്ല. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില്‍പ്പന 
25 -2-2021 ഉച്ചയ്ക്ക്‌ 12 മണിക്ക്‌ അവസാനിക്കുന്നതാണ്‌. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി ചെക്കുകള്‍, (ഡാഫ്റ്റുകള്‍ 
എന്നിവ സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസുകള്‍ വി.പി.പി. ആയും 
അയയ്ക്കുന്നതല്ല. ദര്‍ഘാസ്‌ രജിസ്റ്റേര്‍ഡ്‌ തപാലില്‍ 
ലഭിക്കുവാന്‍ ഒറിജിനല്‍ ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയും, 


രജിസ്റ്റേര്‍ഡ്‌ തപാല്‍ ചാര്‍ജ്ജും ഉള്‍പ്പെടെ LF 870 
മണിയോര്‍ഡറായി അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ 


ഫോറത്തിന്റെ കൂടെ ട്‌ 200-ന്റെ കേരള മൂര്ദപ്രതത്തില്‍ 
കരാര്‍ എഴുതി സമര്‍പ്പിക്കേണ്ടതാണ്‌. കേരളത്തിന്‌ 
പുറത്തുള്ള സ്ഥാപനങ്ങള്‍ ടെണ്ടര്‍ ഫോറം തപാലില്‍ 
ലഭിക്കാന്‍ ടെണ്ടര്‍ ഫോറത്തിന്റെ വിലയുടെ കൂടെ കേരള 
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മൂര്രപ്രതത്തിന്റെ വിലയായ F 200 അധികമായി അയച്ചു 
തരേണ്ടതാണ്‌. സാധനങ്ങള്‍ വിതരണ ഉത്തരവ്‌ ലഭിച്ച്‌ 
15 ദിവസത്തിനകം ഈ കോളേജിലെ ബന്ധപ്പെട്ട 
ഡിപ്പാര്‍ട്ടു മെന്റുകളിലും ഓഫീസിലും മറ്റ്‌ നിശ്ചിത 
സ്ഥലങ്ങളിലും സ്വന്തം ചെലവില്‍ ആലേഖനം/മുര്രണം 
(പവ്ൃത്തി ചെയ്ത MIALW HW എത്തിച്ചു സ്ഥാപിച്ചു 
തരേണ്ടതാണ്‌. ഓരോ സാധനത്തിന്റെയും വില നിരക്കും 
നികുതിയും മറ്റ്‌ ഉപാധികളും പത്യേകമായി 
കാണിക്കേണ്ടതാണ്‌. വിലനിലവാരത്തിന്‌ 31-3-2021 വരെ 
പ്രാബല്യമുണ്ടായിരിക്കുന്നതാണ്‌. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ കൂടെ നിരത്രരദവ്ൃയമായി 
വിതരണം ചെയ്യാനുദ്ദേശിക്കുന്ന സാധനങ്ങളുടെ വിലയുടെ 
ഒരു ശതമാനം നിരക്കില്‍ വരുന്ന തുകയ്ക്ക്‌ 
ഡി.ഡി.യായോ, ട്രഷറി നിക്ഷേപ രശീതി ആയോ, 
പ്രൊമിസറി നോട്ടായോ, ബാങ്ക്‌ ഗ്യാരന്റിയായോ, നാഷണല്‍ 
സേവിംഗ്സ്‌ സര്‍ട്ടിഫിക്കറ്റായോ അടക്കം ചെയ്യേണ്ടതാണ്‌. 
നിരതദ്രവ്യം അടയ്ക്കുന്നതില്‍ നിന്നും ഒഴിവാക്കിയിട്ടുണ്ടെങ്കില്‍, 
കമ്പനികള്‍ ഒഴിവാക്കിയ ഉത്തരവിന്റെ സാക്ഷ്യപ്പെടുത്തിയ 
പകര്‍പ്പ്‌ അടക്കം ചെയ്യേണ്ടതാണ്‌. MoM Bayo ₹ 2,247 
ആണ്‌. മതിയായ നിരത്രദവ്യം അടക്കം ചെയ്യാത്ത ദര്‍ഘാസുകള്‍ 
നിരസിക്കുന്നതാണ്‌. നിരത്ര്രവൃത്തിന്‌ പലിശ ലഭിക്കുന്നതല്ല. 
വിശദ വിവരങ്ങള്‍ ഓഫീസ്‌ പ്രവൃത്തി സമയത്ത്‌ നേരിട്ട്‌ 
അന്വേഷിച്ച്‌ അറിയാവുന്നതാണ്‌. 


യാതൊരു മുന്നറിയിപ്പും കൂടാതെ ദര്‍ഘാസ്‌ മാറ്റുവാനോ 
റദ്ദാക്കുവാനോ ഉള്ള അധികാരം താഴെ ഒപ്പിട്ടിട്ടുള്ള ആളില്‍ 
നിക്ഷിപ്തമാണ്‌. 


[No. 02/2020-21 (Plan)] 
No. A3-637/2020/NAAC Accreditation. 19th January 2021. 


Sealed tenders are invited for the supply, Installing 
with Writing/Printing of various types of Boards to this 
College for a total cost of * 2,24,700 under the head of 
Quality Enhancement & Accreditation in Govt. College 
NAAC_ Accreditation 2020-21 Plan Scheme. 

The tenderers quoted rates should include GST, 
Installation Charges and labour Charges. The matter to be 
written/printed on the boards will be given by the 
College. No additional charges can be claimed for 
writing/printing the content. Samples of materials if 
required, should be provided to the purchase committee 
at the firm’s own expense. 


The envelope containing the tender should be 
superscribed “Supply, Installing with Writing/Printing of 
various types of Boards, 2020-21” and addressed to the 
Principal, Govt. Arts & Science College, Kondotty, 
Vilayil P.O., Malappuram District, Kerata, Pin-673 641. 
Last date of receipt of tender will be 1 p.m. on 
25-2-2021. Late tenders will not be accepted at any 
account. The tenders will be opened at 3 p.m. on the 
same day in the presence of such of the tenders or their 
authuorized representatives who may be present at that 
time. The intending tenderers may sent an application to 
the Principal, Govt. Arts & Science College, Kondotty to 
obtain the requisite tender form, on which tender should 
be submitted. The original tender form duly filled only 
will be accepted. Application for the tender form should 
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be accompanied by a cash remittance of & 840 (Rupees 
Eight Hundred and Forty only) (including 12% GST) 
which is price fixed for a form/set of forms and which 
is not refundable under any circumstances. The tender 
forms are not transferable. Sale of tender forms will be 
closed at 12 p.m. on 25-2-2021. Cheques, Postage 
Stamps etc. will not be accepted towards the cost of 
tender form, nor will the forms be sent per V.P.P. 
Duplicate tender forms, if required will be issued at 
= 448 per copy. Those who require tender forms by 
registered post should sent the cost of tender form as 
= 870 (Rupees Eight Hundred and Seventy only) including 
postal charges for registered post by money order. Every 
tender should be accompanied by an agreement in the 
Kerala Stamp Paper worth = 200. Those firms outside 
Kerala want to get tender form by post should sent ₹ 200 
as cost of Kerala Stamp Paper along with the cost of 
tender form. The written/Printed articles should be 
supplied and installed within 15 days on receipt of the 
purchase order in the concerned departments, office, and 
other specified points at your expenses. 


The period of currency of rate quoted will be upto 
31-3-2021. Rates, Tax and condition of supply of 
articles should clearly be stated separately in respect of 
each of them. 


The tenders should be accompanied by an 
EMD 1 % (one percent) of the total cost of articles 
tendered for crossed Bank Drafts or Treasury Savings 
Bank Deposits or Govt. Promissory Notes or Bank 
Guarantee or National Savings Certificate. The EMD 
should be 2,247 (Two Thousand Two Hundred and Forty 
Seven only). Tenders without sufficient EMD are liable 
to be rejected. EMD will not carry any interest. The firm 
who are exempted from furnishing EMD should be 
enclosed the attested copy of exemption order. More 
details can be had from the college office during the 
working days. 


The undersigned will have the right to cancel or 
extend the tender at any time without further notice. 


List oF ITEMS 











SL. Item with Measure- Meterial No. of 

No. Specifications ment (ft) units 

(1) (2) (3) (4) (5) 

1 Board (College Name) 3x6 ACP 1 

2 Board (College Map) 6x6 ACP 1 

3 Board (About BTHM, 4x6 ACP 2 
ADB1) 

4 Board [Clubs, Quotes 2x2 ACP 65 
(classroom, dept.)] 

5 Sign board (Arrow 2x4 ACP 4 


Type) 
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(1) (2) (3) (4) (5) 

6 Board (ADB 2, Office 3x4 ACP 5 
SoP, BTHM-2) 

7 Board (Toilet block, 3x3 ACP 4 
vision mission) 

8 Board (Staircase) 1x10 ACP 1 

9 Board (Commerce, 2x4 ACP 1 
Urdu) 

10 Board (Room names- 0.5x2 ACP 52 
Hanging) 

11 Board (Teachers List, 3x3 Acrylic 6 
Desiganation) 

12 Board (Dept. vision 3x2 Acrylic 5 
and mission) 

13 Board (Dept. overview, 2x2 Acrylic 20 
Dept. clubs) 

14 Board (Toppers list, 2x4 Acrylic 10 
Achievers list) 

15 Board (Teachers 0.3x1.5 Acrylic 40 
name) 

16 Board (Principal room: മാര്‍ Acrylic 3 
Ghandhi photo, vision 
and mission) 

17 Notice Board 3x4 3 


(Thermocol covering 
with rexin, Glass and 
wooden frame) 


18 Notice Board 3x4 5 
(Thermocol covering 
with rexin, and wooden 
frame) 





Government Arts & Science (Sd.) 


College, Kondotty. Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 01/2020-21] 


നമ്പര്‍ ag)2-713/2020/GASCNKKDAI) 2021 ജനുവരി 13. 


നാദാപുരം ഗവ. ആര്‍ട്സ്‌ & സയന്‍സ്‌ കോളേജിലേക്ക്‌ 
2020-21 പ്ലാന്‍ പദ്ധതിയില്‍ 2204-00 -104-29(02) Assistant to 
DCE for conduct of sports ശീര്‍ഷകത്തില്‍ %1,50,000-o08 
സ്‌പോര്‍ട്സ്‌ ഉപകരണങ്ങള്‍ ഫിസിക്കല്‍ എഡ്യൂക്കേഷന്‍ 
വിഭാഗത്തിലേക്ക്‌ വിതരണം ചെയ്യുന്നതിന്‌ മുദ്രവെച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. 


ദര്‍ഘാസുകള്‍ അടക്കം ചെയ്ത കവറിനു പുറത്ത്‌ 
“2020-21 വര്‍ഷത്തില്‍ പ്ലാന്‍ പദ്ധതിയില്‍ സ്‌പോര്‍ട്‌സ്‌ 
ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുന്നതിനുള്ള ദര്‍ഘാസ്‌” എന്ന്‌ 


തലവാചകം എഴുതിയിരിക്കണം. ദര്‍ഘാസുകള്‍ 22-2-2020-ന്‌ 
ഉച്ചയ്ക്കുശേഷം 2.30 മണിക്ക്‌ മുമ്പായി പ്രിന്‍സിപ്പാള്‍, 
ഗവ. ആര്‍ട്സ്‌ & സയന്‍സ്‌ കോളേജ്‌, നാദാപുരം, വാണിമേല്‍ 
പി. ഒ., കോഴിക്കോട്‌ ജില്ല-673 506 എന്ന വിലാസത്തില്‍ 
ലഭിച്ചിരിക്കേണ്ടതാണ്‌. വൈകികിട്ടുന്ന ദര്‍ഘാസുകള്‍ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസുകള്‍ 
ദര്‍ഘാസുകാരന്റെയോ അവര്‍ അധികാരപ്പെടുത്തിയവരുടെയോ 
സാന്നിദ്ധ്യത്തില്‍ 22-2-2021-ന്‌ ഉച്ചയ്ക്കുശേഷം 3 മണിക്ക്‌ 


തുറന്ന്‌ പരിശോധിക്കുന്നതായിരിക്കും. 


ദര്‍ഘാസ്‌ ഫോറം ആവശ്യമുള്ളവര്‍ക്ക്‌ ഫോറത്തിന്റെ 
വിലയായ $6മോ (ടെണ്ടര്‍ ഫോറം വില + 12% ജി.എസ്‌.ടി.)-ന്‌ 
ഓഫീസില്‍ നിന്നും പ്രവൃത്തി ദിവസങ്ങളില്‍ ഉച്ചയ്ക്ക്‌ 2.30 
മണിവരെ ലഭിക്കുന്നതായിരിക്കും. പ്രിന്‍സിപ്പാളിന്റെ പേരില്‍ 
മണിയോര്‍ഡര്‍ അയച്ച്‌ ആവശ്യപ്പെട്ടാല്‍ ഫോറം തപാല്‍ 
മുഖേന ലഭിക്കുന്നതായിരിക്കും. ഡ്യൂപ്ലിക്കേറ്റ്‌ ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില ₹ 336. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
യാതൊരു കാരണവശാലും തിരിച്ചു നല്‍കുന്നതല്ല. ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില്‍പന 22-2-2021-ന്‌ ഉച്ചയ്ക്ക്‌ 2.30 മണിക്ക്‌ 
അവസാനിക്കുന്നതായിരിക്കും. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 
ഇനത്തില്‍ ചെക്കുകള്‍, (ഡ്രാഫ്റ്റുകള്‍, പോസ്റ്റല്‍ ഓര്‍ഡറുകള്‍ 


എന്നിവ സ്വീകരിക്കുന്നതല്ല. 


ട്‌ 200-ന്റെ വിലയുള്ള മുദ്രപ്രതത്തില്‍ എ്രഗിമെന്റ്‌ 
തയ്യാറാക്കി ദര്‍ഘാസിനോടൊപ്പം അടക്കം ചെയ്യേണ്ടതാണ്‌. 
അടങ്കല്‍ തുകയുടെ 1% നിരത്ര്ദവ്യം (മിനിമം $ 1,500) 
ഇനത്തില്‍ പ്രിന്‍സിപ്പാള്‍, ഗവ. ആര്‍ട്സ്‌ & സയന്‍സ്‌ 
കോളേജ്‌, നാദാപുരം എന്ന പേരില്‍ സ്റ്റേറ്റ്‌ ബാങ്ക്‌ ഓഫ്‌ 
ഇന്ത്യയുടെ കല്ലാച്ചി (ബാഞ്ചില്‍ മാറാവുന്ന ഡിമാന്റ്‌ 
രഡാഫ്റ്റ്‌ ദര്‍ഘാസിനോടൊപ്പം അടക്കം ചെയ്യേണ്ടതാണ്‌. 
ഓരോ ഉപകരണത്തിന്‍മേലും ഈടാക്കുന്ന നികുതി 
നിരക്കുകള്‍ ദര്‍ഘാസില്‍ കൃതൃമമായി രേഖപ്പെടുത്തേണ്ടതണണ്‍. 


ഫോണ്‍ നമ്പര്‍-0496 2561000. 
[No. 01/2020-21] 


No. A2-713/2020/GASCNKKD 11). 72൧7 January 2021. 


Sealed tenders are invited for the “Supply of Sports 
Equipments” for = 1,50,000 under Plan Scheme 
“2204-00-104-29(02) Assistant to DCE for Conduct of 
Sports 2020-21”. 


The envelope containing the tender superscribing 
“sealed tender for the supply of Sports Equipments under 
Plan Scheme during the year 2020-21” addressed to the 
Principal, Govt. Arts & Science College, Nadapuram, 
Vanimel P. O., Kozhikode Dist. Pin-673 506 should be 
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reached before 2.30 p.m. on 22-2-2021. Late tenders 
will not be accepted on any ground. The tender will be 
opened at 3 p.m. on 22-2-2021 in the presence of such 
tenderers or their authorized representatives who may be 


present at that time. 


Intending tenderers may on application to the 
Principal, Govt. Arts & Science College, Nadapuram, 
Vanimel P.O., Kozhikode District 673 506, obtain the 
tender forms on which tenders should be submitted. 
Application for the tender form should be accompanied 
by a cash remittance of 672 (Cost of Tender form + 
12% GST) which that is price fixed for a form/set of 
forms and which is not refundable under any 
circumstances. The tender forms are not transferable. Sale 
of tender forms will be closed at 2.30 p.m. on 
22-2-2021. Cheques, Demand Draft, Postal Order etc. 
will not be accepted towards the cost of tender form, nor 
will the forms be sent by V.P.P. Duplicate tender forms, 


if required will be issued at % 336 per copy. 


An agreement in Kerala Government Stamp Paper 
worth = 200 should be executed and attached with the 
tender. EMD at 1% of quoted amount (minimum * 1,500) 
should be remitted by Demand Draft in favour of the 
Principal, Govt. Arts & Science College, Nadapuram, 
Kozhikode payable at SBI, Kallachi Branch. Rate of tax 
chargeable on the items should be clearly mentioned 
against each of the items quoted. Pone No. 0496 
2561000. 


Govt. Arts & Science College, (Sd.) 


Nadapuram, Kozhikode. Principal. 


ലഘു ദര്‍ഘാസ്‌ പരസ്യം 





നമ്പര്‍ ag)1-1098/2020/GCMNTHDY(ID. 2021 ജനുവരി 18. 


മാനന്തവാടി ഗവണ്‍മെന്റ്‌ കോളേജി ലേക്ക്‌ 2020-21 
വര്‍ഷത്തില്‍ സ്പോര്‍ട്സ്‌ ഉപകരണങ്ങള്‍ വിതരണം ചെയ്ത്‌ 
സ്ഥാപിക്കുന്നതിന്‌ മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചു 


കൊള്ളുന്നു. 


ദര്‍ഘാസൂുകള്‍ക്ക്‌ മുകളില്‍ 2020-21 വര്‍ഷം മാനന്തവാടി 
ഗവണ്‍മെന്റ്‌ കോളേജിലേക്ക്‌ സ്പോര്‍ട്സ്‌ ഉപകരണങ്ങള്‍ 
വിതരണം ചെയ്യല്‍ എന്ന്‌ രേഖപ്പെടുത്തിയിരിക്കണം. പൂരിപ്പിച്ച 


ദര്‍ഘാസുകള്‍ സ്വീകരിക്കുന്ന അവസാന തീയതിയായ 
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27-2-2021, 2 മണിക്ക്‌ മുമ്പായി പ്രിന്‍സിപ്പാള്‍, ഗവണ്‍മെന്റ്‌ 


. എന്ന 
വൈകികിട്ടുന്നവ 


കോളേജ്‌, മാനന്തവാടി, നല്ലൂര്‍നാട്‌ പി. ഒ 


വിലാസത്തില്‍ ലഭിച്ചിരിക്കണം. 
സ്വീകരിക്കുന്നതല്ല. 27-2-2021, 4 മണിക്ക്‌ ദര്‍ഘാസുകള്‍ 
നല്‍കിയിട്ടുള്ളവരോ, അവര്‍ അധികാരപ്പെടുത്തിയിട്ടുള്ള 
വരുടെയോ 


സാന്നിദ്ധ്യത്തില്‍ ദര്‍ഘാസുകള്‍ 


തുറക്കുന്നതാണ്‌. 
അടങ്കല്‍ തുക-* 2,00,000. 


ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ വിലയായി നിശ്ചയിച്ചിട്ടുള്ള 
₹ 480 ഓഫീസില്‍ അടച്ച്‌ ഫാറം കൈപ്പറ്റേണ്ടതാണ്‌. ഫാറം 
തപാലില്‍ ആവശ്യമുള്ളവര്‍ പോസ്റ്റേജ്‌ ചാര്‍ജ്ജ്‌ ഉള്‍പ്പെടെ 
ജ്‌ 520 .പിന്‍സിപ്പാളിന്റെ വിലാസത്തില്‍ മണിയോര്‍ഡര്‍ 
നല്‍കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ 
പാടില്ല. യാതൊരു കാരണവശാലും ഫോറങ്ങളുടെ വില 
തിരികെ ലഭിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ വില്‍പ്പന 
27-2-2021-ന്‌, 


12 മണിക്ക്‌ അവസാനിക്കുന്നതാണ്‌. 


ഫോറത്തിന്റെ വിലയായി ചെക്ക്‌, പോസ്റ്റല്‍ ഓര്‍ഡര്‍ 
എന്നിവ സ്വീകരിക്കുന്നതല്ല. വിലയുടെ ഒരു ശതമാനം 
നിരത്ദ്രവ്ൃമായി അടയ്ക്കേണ്ടതും 4 200-ന്റെ മുശ്രപ്രതത്തില്‍ 
പ്രാഥമിക എഗ്രിമെന്റ്‌ ഓരോ ടെണ്ടറിനൊപ്പവും വയ്ക്കേണ്ട 
തുമാണ്‌. കാരണം കാണിക്കാതെ ദര്‍ഘാസുകള്‍ സ്വീകരിക്കുന്ന 
തിനും നിരാകരിക്കുന്നതിനുമുള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 


നിക്ഷിപ്തമാണ്‌. 


അംഗീകരിക്കുന്ന ടെണ്ടറുകാരന്‍ വിലയുടെ 5% തുക 
സെക്യൂരിറ്റി ഡെപ്പോസിറ്റായി നല്‍കേണ്ടതും ₹ 200-ന്റെ 
മുദ്രപ്രതത്തില്‍ എഗ്രിമെന്റ്‌ വെയ്ക്കേണ്ടതുമാണ്‌. പ്രദേശികമായി 
കൂട്ടി ചേര്‍ക്കപ്പെടുന്ന സാധനങ്ങള്‍ സ്വീകരിക്കുന്നതല്ല. 
സാധനങ്ങളുടെ എണ്ണം, വില, (ബാന്റ്‌ നെയിം എന്നിവ 
വൃക്തമായി കാണിച്ചിരിക്കണം. ടെണ്ടറില്‍ പറയുന്ന സാധനങ്ങള്‍ 
കോളേജില്‍ എത്തിച്ച്‌ പ്രവര്‍ത്തന സജ്ജമാക്കേണ്ടതും 
ആയതിനുള്ള തുകകൂടി രേഖപ്പെടുത്തിയ വിലയില്‍ 
ഉള്‍പ്പെടുത്തിയിരിക്കണം. ബന്ധപ്പെട്ട അധികാരികള്‍ 
പരിശോധിച്ചതിനുശേഷം AILMGA ആയതിനുള്ള വില 
നല്‍കുകയുള്ളൂ. 


No. ൧1/1099/2020/റധ്സ്പ1ഥന൩ (D. 18th January 2021. 


Sealed tenders are invited for the supply of stores to 
Govt. College, Mananthavady. The envelope containing 
the tender should the superscription as supply and 
installation of sports goods to Govt. College, 
Mananthavady 2020-21 and address to Principal, 
Govt. College Mananthavady P. O., Pin-670 645. Last date 
for receipt of tender in this college office at 2 p.m. 
on 27-2-2021. Late tenders will not be accepted. 
The tender will be opened at 4 p.m. on 27-2-2021 in the 
presence of such of the tenderers or their authorised 


representative who may present at that time. 
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PAC—% 2,00,000. 


Intending tenderers may on the Principal, Govt. 
College Mananthavady obtain the requisite tender forms 
which tenders should be submitted. The cost of tender 
from is ₹ 400 (400+80 GST) which is the price fixed 
for a form/set of forms and which is not refundable 
under any circumstances. Application for tender form 
through post should be accompanied by a money order 
remittance of 520. Cheques, postal order and demand 
draft etc. will not be accepted towards the cost of forms, 
not will the forms be sent per VPP. The last date for sale 
tender form will be 12 p.m. on 27-2-2021. The tender 
forms are not transferable. Every tender should 
accompanied by an EMD 1% of the total cost of the 
article tenders for an agreement has to be executed in 
Kerala Stamp Paper worth = 200 along with each tender. 
The Principal reserves himself the right to accept or 
reject any all tenders wthout assigning any reason 
thereof. 


Successful tenders should submit an agreement in 
Kerala Stamp Paper worth = 200 and to be deposit 5% 
amount of total cost as security deposit. Locally 
assembled articles will not be accepted, tenders should 
specify the rate quantity and brand name of the items. 
The payment will be effected only after the items got 
verified by competent authority. The successfully tenders 
should deliver and install the items in the college and the 
cost of the same will include in the price quoted. 


Office of the Principal, 
Govt. College, Mananthavady. 


(Sd.) 


Principal. 


ലഘു ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 3/2020-21 (പ്ലാന്‍?)] 


നമ്പര്‍ ag)3-103/2021/KMMGWCKNR. 2021 ജനുവരി 14. 


കണ്ണൂര്‍ കൃഷ്ണന്‍മേനോന്‍ ഗവണ്‍മെന്റ്‌ വനിത 


കോളേജില്‍ ഡവലപ്മെന്റ്‌ ഓഫ്‌ ലൈബ്രറീസ്‌, 
ലബോറട്ടറീസ്‌ & ഫര്‍ണിച്ചര്‍ സ്‌കീമില്‍ (പ്ലാന്‍ ഫണ്ട്‌?) 
്രകാരം 2020-21 വര്‍ഷത്തേക്ക്‌ കെമിസ്ര്രി വകുപ്പിലേക്ക്‌ 
ലാബ്‌ ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുവാന്‍ താല്‍പര്യ 


മുള്ളവരില്‍ നിന്നും മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. 


മുദ്രവെച്ച കവറിനുമുകളില്‍ ”കെ.എം.എം. ഗവണ്‍മെന്റ്‌ 
വനിതാ കോളേജിലേക്ക്‌ 2020-21 വര്‍ഷത്തില്‍ കെമിസ്ട്രി 
വകുപ്പിലേക്ക്‌ ലാബ്‌ ഉപകരണങ്ങള്‍ വിതരണം 
ചെയ്യുന്നതിന്‌” എന്ന്‌ രേഖപ്പെടുത്തി പ്രിന്‍സിപ്പാള്‍, 
കെ. എം. എം. ഗവണ്‍മെന്റ്‌ വനിതാ കോളേജ്‌, പി. ഒ. 
പള്ളിക്കുന്ന്‌, കണ്ണൂര്‍ എന്ന വിലാസത്തില്‍ ലഭിക്കത്തക്കവിധം 


അയയ്ക്കേണ്ടതാണ്‌. 
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ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില ZF 1,512 (നികുതിയടക്കം)-ം 
ഡ്യൂപ്ലിക്കേറ്റിന്റെ വില ₹ 756-0 ആകുന്നു. ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില തിരിച്ചുകൊടുക്കപ്പെടുന്നതല്ല. ദര്‍ഘാസ്‌ 
ഫോറങ്ങളുടെ വില്‍പന 24-2-2021-ന്‌ ഉച്ചയ്ക്ക്‌ 1 മണിക്ക്‌ 
അവസാനിക്കുന്നതാണ്‌. പൂരിപ്പിച്ച ദര്‍ഘാസുകള്‍ 24-2-2021-ന്‌ 
2 മണി വരെ ഓഫീസില്‍ സ്വീകരിക്കുന്നതാണ്‌. അന്നുതന്നെ 
ഉച്ചയ്ക്ക്‌ 3 മണിക്ക്‌ ദര്‍ഘാസുകാരൂടെയോ അവരുടെ 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ ദര്‍ഘാസുകള്‍ 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ 


തുറക്കുന്നതാണ്‌. കൈമറ്റം 


ചെയ്യുവാന്‍ പാടുള്ളതല്ല. 


ദര്‍ഘാസുകള്‍ തപാല്‍ മുഖാന്തിരം ആവശ്യമുള്ള വര്‍ 
ആയതിന്‌ F 1,549 (തപാല്‍ ചെലവടക്കം) പ്രിന്‍സിപ്പാളിന്റെ 
പേരില്‍ മണിയോര്‍ഡര്‍ അയയ്ക്കേണ്ടതാണ്‌. ചെക്കുകള്‍, 
ഡിമാന്റ്‌ രഡാഫ്റ്റ്‌ എന്നിവ സ്വീകരിക്കുന്നതല്ല. 
ദര്‍ഘാസുകളില്‍ രേഖപ്പെടുത്തിയ തുക എല്ലാ നികുതികളും 


ഉള്‍പ്പെടെയായിരിക്കണം. 


പൂരിപ്പിച്ച ദര്‍ഘാസുകളോടൊപ്പം ഒരു ശതമാനം 
നിരക്കില്‍ (കുറഞ്ഞ തുക LF 1,500) Mom Bayaowl കണ്ണൂര്‍ 
എഠ. എം. ഗവണ്‍മെന്റ്‌ 
പ്രിന്‍സിപ്പാളിന്റെ പേരില്‍ എടുത്ത ഡിമാന്റ്‌ ര്ാഫ്റ്റ്‌ കേരള 


കെ. വനിതാ കോളേജ്‌ 


സര്‍ക്കാരിന്റെ = 200 വിലയുള്ള മൂരദപ്രതത്തില്‍ 
രേഖപ്പെടുത്തിയ എഗ്രിമെന്റിനോടൊപ്പം അയയ്ക്കേണ്ടതാണ്‌. 
ഏതൊരാളുടെയും ദര്‍ഘാസ്‌ കാരണം കൂടാതെ നിരസിക്കു 
വാനുള്ള അവകാശം (പിന്‍സി പ്പാളിന്‌ ഉണ്ടായിരിക്കും. 
കൂടുതല്‍ വിവരങ്ങള്‍ ഓഫീസില്‍ നിന്നും .പവൃത്തി 


ദിവസങ്ങളില്‍ ലഭിക്കുന്നതാണ്‌. 
[No. 3/2020-21 (Plan)] 


No. A3/103/2021/KMMGWCKNR. 74൧ January 2021. 


Sealed tenders are invited for the supply of Lab 
Equipments to the Department of Chemistry under 
“Development of Libraries Laboratories & Furniture” 
(Plan Scheme) 2020-21 of K.MM. Govt. Women’s 
College, Kannur for the year 2020-21. 


The list of articles with required specification will be 
supplied along with the tender form. 


The tender should be superscribed as “Tender 
No. 3/2020-21(Plan) for the supply of Lab Equipments 
to the Department of Chemistry under Plan Scheme 
2020-21” and addressed to the Principal. K.M.M. Govt. 
Women’s College, Kannu. P. O., Pallikunnu, Pin-670 004. 


Cost of tender form: 


Original—?% 1,350 + % 162 (GST-12%) 


= 1,512 
Duplicate—¥ 675 + 81 (GST-12%) = % 756. 


(Costs are non-refundable) 
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Date and time of closing sale of tender form— 
24-2-2021, 1 p. m. 


Last date and time of receipt of tender form— 
24-2-2021, 2 p. m. 


Date of opening of tender form—24-2-2021, 3 p. m. 


Tender forms can be had directly from the college 
office on all working days before 2 p.m on remittance 
of the cost mentioned above. 


The tender form if required by post will be send on 
payment of ₹ 1,549 (including postage charge) by 
money order to the Principal, K.M.M. Govt. Women’s 
College, Kannur, P. O., Pallikunnu, Pin-670 004. Cheque 
or Demand Draft are not acceptable. The rate quoted 
should be inclusive of all taxes. 


The tenders received will be opened in the presence 
of such tenderers or their authorized representatives who 
may be present at that time. The tender forms are not 
transferable. Late tenders will not be accepted under at 
any circumstances. 


Intending tenders should deposit an amount of 1% 
of the total cost of the articles quoted as Earnest Money 
Deposit (This is subject to a minimum of * 1,500) in 
favour of the Principal, K.M.M. Govt. Women’s College, 
Kannur together with an agreement in Kerala Govt. Stamp 
paper worth * 200 towards the rate quoted remains firm 
till 31-3-2021. The undersigned reserves the right to 
reject or accept any tender without assigning any reason. 


More details can be obtained from the College 
Office. 


List oF ITEMS 











a Safety Equipment Unit 
No. 

(1) (2) (3) 
1 Safety shower and Eye wash station 1 
Equipment of UG/PG Lab 
2 Lab Centrifuge 1 
3 Electric Bunsen Burner 2 
4 Digital Conductivity meter 1 
5 Digital Potentiometer 2 
6 pH Meter 1 
7 Digital Abbe Refractometer 1 
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(1) (2) (3) 
8 Digital photo Colorimeter 1 
9 UV Visible Spectrophotometer 1 
(Single Beam) (PC based) 
10 Incubator water bath 1 
11 Deioniser 1 
12 Refrigerator 1 
13 Hot air oven 1 
14 Heating Mantle 1 
15 Polarimeter 1 
16 Mechanical shaker 1 
K.M.M. Govt. Women’s College, (Sd.) 
Kannur. Principal. 


ടെണ്ടര്‍ നോട്ടീസ്‌ 
[നമ്പര്‍ 01/2020-21 (പ്ലാന്‍) 


നമ്പര്‍ ag3/81/2021/GBRCTLY പ്ലാന്‍). 2021 ജനുവരി 25. 


തലശ്ശേരി ഗവണ്‍മെന്റ്‌ ്രണ്ണന്‍ കോളേജില്‍ 2020-21 
വര്‍ഷത്തെ ഫിസിക്കല്‍ എഡ്യൂക്കേഷന്‍ വിഭാഗത്തില്‍ 
കായിക ഉപകരണങ്ങള്‍ വാങ്ങുന്നതിനുവേണ്ടി * 2,50,000 
അനുവദിച്ചിട്ടുണ്ട്‌. അതിനായി മൂര്ദവച്ച ടെണ്ടറുകള്‍ 


ക്ഷണിച്ചുകൊള്ളൂന്നു. 


ടെണ്ടര്‍ കവറിനുപൂറത്ത്‌ കോളേജിലേക്ക്‌ 2020-21 
വര്‍ഷത്തെ ഫിസിക്കല്‍ എഡ്യുക്കേഷന്‍ വിഭാഗത്തിലേക്ക്‌ 
കായിക ഉപകരണങ്ങള്‍ വാങ്ങുന്നതിനുള്ള ടെണ്ടര്‍ നമ്പര്‍ 
01/2020-21 (പ്ലാന്‍) എന്നെഴുതി പപിന്‍സിപ്പാള്‍, ഗവണ്‍മെന്റ്‌ 
എന്ന 
ടെണ്ടര്‍ ഫോറം 
20-2-2021, 2 മണിവരെ കോളേജ്‌ ഓഫീസില്‍ നിന്നും 


Lone കോളേജ്‌, ധര്‍മ്മടം, തലശ്ശേരി-6 
ണ്‌ ഗ്രാ 


വിലാസത്തില്‍ അയയ്ക്കേണ്ടതാണ്‌. 
വിതരണം ചെയ്യുന്നതാണ്‌. ടെണ്ടറുകള്‍ സ്വീകരിക്കുന്ന 


അവസാന തീയതി 20-2-2021, 3 മണി. ടെണ്ടറുകള്‍ 
22-2-2021, രാവിലെ 11 മണിക്ക്‌ ടെണ്ടറുകള്‍ നല്‍കിയിട്ടുള്ള 
വരുടെയോ അല്ലെങ്കില്‍ അവര്‍ അധികാരപ്പെടുത്തിയിട്ടുള്ള 


വരൂടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. 


ടെണ്ടര്‍ ഫോമുകള്‍ പണമായോ മണിയോര്‍ഡറായോ 
ZF 560 അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. തപാലില്‍ വേണ്ടവര്‍ 
തപാല്‍ ചെലവ്‌ F 40 കൂടി അയച്ചുതരേണ്ടതാണ്‌. യാതൊരു 
കാരണവശാലും ടെണ്ടര്‍ ഫോമുകളുടെ വില തിരിച്ച്‌ 
നല്‍കുന്നതല്ല. ടെണ്ടര്‍ ഫോമുകള്‍ വി.പി.പി. ആയി 
അയയ്ക്കുന്നതല്ല. ചെക്ക്‌, ഡി.ഡി., പോസ്റ്റല്‍ ഓര്‍ഡര്‍ 
എന്നിവ ടെണ്ടര്‍ ഫോമിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 
ടെണ്ടര്‍ ഫോമിന്റെ കൂടെ സാധനങ്ങളുടെ വിലയുടെ 1% 
തുക ഇ.എം.ഡി. അടയ്ക്കേണ്ടതാണ്‌. ഇത്‌ ചുരുങ്ങിയത്‌ 
₹ 2,500 ആയിരിക്കണം. ടെണ്ടര്‍ ഫോമിന്റെ കൂടെ ₹ 200 


വിലയുള്ള മുരദപ്രതത്തില്‍ ഉടമ്പടി ചെയ്യേണ്ടതാണ്‌. 
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കേരളത്തിന്‌ പുറത്തുള്ള വര്‍ക്ക്‌ അവര്‍ ആവശുധ്പെട്ടാല്‍ 
മൂശ്ര പ്രതം ടെണ്ടര്‍ ഫോമിന്റെ കൂടെ അയച്ചുതരുന്നതും 
അതിനുവേണ്ടി അധികമായി F 40 മണി ഓര്‍ഡറായി അയയ്‌ 
ക്കേണ്ടതുമാണ്‌. 


ഡ്യൂപ്ലിക്കേറ്റ്‌ ടെണ്ടര്‍ ഫോമുകള്‍ ആവശ്യമുള്ളവര്‍ ₹ 170 
അടയ്ക്കേണ്ടതാണ്‌. ഒറിജിനല്‍ ടെണ്ടര്‍ ഫോമുകള്‍ 
വാങ്ങുന്നവര്‍ക്ക്‌ മാരധ്രമേ ഡ്യൂപ്ലിക്കേറ്റ്‌ ലഭിക്കുകയുള്ളൂ. 


ടെണ്ടര്‍ ഫോമുകള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടില്ല. 


ഏതെങ്കിലൂമോ മുഴുവനായോ ടെണ്ടറുകള്‍ സ്വീകരിക്കു 


ന്നതിനും നിരാകരിക്കുന്നതി നുമുള്ള അധികാരം 


പ്രിന്‍സിപ്പാളില്‍ നിക്ഷിപ്തമാണ്‌. 


[No. 01/2020-21 (PLAN)] 


No. A3/81/2021/GBRCTLY/(PLAN). 25th January 2021. 


Sealed tenders are invited for the supply of sports 
equipment for Physical Education Department for a total 
amount of ? 2,50,000. The tender should be 
superscribed as “Tender No. 01/2020-21 (PLAN) for the 
supply of sports equipment in Physical Education 
Department 2020-21” and addressed to the Principal, 
Government Brennen College, Dharmadam, Thalassery-6. 
Sales of tender form will be closed on 20-2-2021 at 
2 p.m. The last date for receipt of tender form at 3 p. m. 
on 20-2-2021. Late tenders will not be accepted. The 
tenders will be opened at 11 2.൩. on 22-2-2021 in the 
presence of tenderers or their authorized representatives 
who may be present at that time. 


Intending tenderers may on application to the 
“Principal, Govt. Brennen College, Dharmadam, 
Thalassery-6, obtain requisite tender forms on which the 
tenders should be submitted. The cost of tender form is 
= 560. Application form should be accompanied by a cash 
remittance of 560 at the office or by Money Order 
which is the price fixed for a form and which is not 
refundable under any circumstances. Cheques, Postage 
Stamps, Postal Orders, Demand Drafts etc. will not be 
accepted towards the cost of tender forms. Forms will 
not be sent by VPP. Tender forms are not transferable. 
Every tender should be accompanied by an EMD @ | % 
of the total cost of the articles tendered for. This is 
subject to a minimum of ₹ 2,500. Tender form 
if required by post an additional amount of 40 
should be sent. 


An agreement executed in Kerala Stamp Paper worth 
= 200 is to be submitted along with the tender. Kerala 
Stamp Paper will be supplied to the tenderers outside the 
State in case they required for the same and remit by 
Money Order an additional amount of 220 ൪ 200 for 
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Stamp Paper and ₹ 40 for incidental expense). Duplicate 
tender form if any required will be issued at 
= 170 per copy only to those who purchased the original 
tender form. 


The Principal reserves himself the right to accept or 
to reject any or all the tenders without assigning any 
reason thereof Phone No. 0490 2346027. 


Government Brennen College, 
Dharmadam, Thalassery-6. 


(Sd.) 


Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 01/2020-21] 


നമ്പര്‍ എ!/1779/2020/ഇ.കെ.എന്‍. എം. ജി. സി. 
2021 ജനുവരി 13. 


ഇ.കെ.എന്‍.എം. ഗവണ്‍മെന്റ്‌ കോളേജില്‍ “2204-00-104- 
29-(02)Assistance to DCE for conduct of sports” എന്ന 
ശീര്‍ഷകത്തില്‍ F 1,25,000 കോളേജിലേക്ക്‌ ആവശ്യമായ 
സ്‌പോര്‍ട്സ്‌ ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുന്നതിന്‌ 
മുദ്രവെച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. ആവശ്യമായ 
സ്‌പോര്‍ട്ട്‌സ്‌ ഉപകരണങ്ങളുടെ പട്ടിക അവയുടെ 
വിശദാംശങ്ങള്‍ സഹിതം ദര്‍ഘാസിനൊപ്പം ലഭിക്കുന്നതാണ്‌. 


ദര്‍ഘാസ്‌ കവറിനു പുറത്ത്‌ കോളേജിലേക്ക്‌ സ്പോര്‍ട്സ്‌ 
ഉപകരണങ്ങള്‍ വാങ്ങുന്നതിനുള്ള ദര്‍ഘാസ്‌ എന്നെഴുതി 
(പിന്‍ സിപ്പാള്‍, ഇ.കെ.എന്‍.എം. ഗവണ്‍മെന്റ്‌ കോളേജ്‌, 
എളേരിത്തട്ട്‌, എളേരിത്തട്ട്‌ പി. ഒ., കാസര്‍ഗോഡ്‌-67 314 
എന്ന വിലാസത്തില്‍ അയക്കേണ്ടതാണ്‌. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന തീയതി 18-2-2021 
1 മണിവരെ ആണ്‌. വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ ഒരൂ 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. ടി സമയം വരെ ലഭിച്ച 
ദര്‍ഘാസുകള്‍ അതേ ദിവസം 2 മണിക്ക്‌ ദര്‍ഘാസ്‌ നല്‍കിയ 
ആളുകളുടെയോ അല്ല്ലെങ്കില്‍ അവര്‍ ചുമതലപ്പെടുത്തിയ 
ആളുകളുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. 


ദര്‍ഘാസ്‌ ഫോറം ആവശ്യമുള്ളവര്‍ ആയത്‌ 
ഇ.കെ.എന്‍.എം. ഗവണ്‍മെന്റ്‌ കോളേജ്‌ പ്രിന്‍സിപ്പലിന്‌ 
അപേക്ഷ നല്‍കി കൈപ്പറ്റണം. അപേക്ഷയോടൊപ്പം 
ദര്‍ഘാസ്‌ ഫോമിന്റെ വിലയായ $ 672 (₹ 6004 12% 
ജി.എസ്‌.റ്റി) രൊക്കം പണമായി നല്‍കേണ്ടതാണ്‌. ഈ തുക 
ഒരു കാരണവശാലും തിരിച്ച്‌ കിട്ടുന്നതല്ല. 17-2-2021 
വരെയുള്ള (AAG) ദിവസങ്ങളില്‍ രാവിലെ 10 മണി 
മൂതല്‍ ഉച്ചയ്ക്ക്‌ 2 മണിവരെ ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ 
വില്‍പന ഉണ്ടായിരിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ 
കൈമാറ്റം ചെയ്യുവാന്‍ പാടിള്ളതല്ല. ദര്‍ഘാസ്‌ ഫോറങ്ങളുടെ 
വില്‍പന 18-2-2021, 11 മണിക്ക്‌ അവസാനിക്കുന്നതാണ്‌. 
ദര്‍ഘാസിന്റെ വിലയായി ചെക്കോ തപാല്‍ സ്റ്റാമ്പോ ഡിമാന്റ്‌ 
ര്ഡാഫ്റ്റോ സ്വീകരിക്കുന്നതല്ല. വി.പി.പി ആയി ഫോറങ്ങള്‍ 
അയക്കുന്നതല്ല. ഡ്യൂപ്ലിക്കേറ്റ്‌ ഫോറങ്ങള്‍ ഒരു പകര്‍പ്പിന്‌ 
ZF 336 എന്ന നിരക്കില്‍ ലഭൃമാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ 
തപാലില്‍ ആവശുമുള്ളവര്‍ ദര്‍ഘാസ്‌ ഫോമിന്റെ വിലയായ 
ZF 672 പുറമെ തപാല്‍ ചാര്‍ജ്ജായ F 50 അധികമായി 
ചേര്‍ത്ത്‌ അയയ്ക്കേണ്ടതാണ്‌. തപാല്‍ വഴിയുള്ള ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില്‍പന 1-2-2021 വരെ മാര്രമേ ഉള്ളൂ. 


ടി ഉപകരണങ്ങളുടെ വിലയും വിതരണ നിബന്ധനകളും 
ടി ഉപകരണങ്ങള്‍ ലഭ്യമാക്കുന്നതിനാവശ്യമായ കാലയളവും 
വൃക്തമായി രേഖപ്പെടുത്തേണ്ടതാണ്‌. മേല്‍പ്പറഞ്ഞ വില 
31-3-2021 വരെ സ്ഥിരമായിരിക്കേണ്ടതാണ്‌. 
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ദര്‍ഘാസ്‌ ഫോറത്തിനോടൊലപ്പം ക്വാട്ട്‌ ചെയ്ത 
തുകയുടെ 1% MoM Bayo ഡിമാന്റ്‌ ര്ധീഫ്റ്റായും ₹ 200 
മുദ്രപ്രതത്തിലുള്ള ഉടമ്പടിയും ഉള്‍ച്ചേര്‍ക്കേണ്ടതാണ്‌. മതിയായ 
നിരതദ്ദവ്ൃയവും ഉടമ്പടിയും ഇല്ലാത്ത ദര്‍ഘാസുകളെ 
സ്വീകരിക്കുന്നതല്ല. നിരതദ്രവ്യം അടയ്ക്കുന്നതില്‍ 
നിന്നും ഈ ഇളവ്‌ ലഭിച്ചിട്ടുള്ള സ്ഥാപനങ്ങള്‍ 
സംബന്ധിച്ച ഉത്തരവുകളുടെ സാക്ഷ്യപ്പെടുത്തിയ പകര്‍പ്പ്‌ 
ഹാജരാക്കേണ്ടതാണ്‌. മേല്‍ ഉപകരണങ്ങള്‍ വിതരണം 
ചെയ്യുന്നതിന്‌ ആവശ്യമായ പരമാവധി സമയം വൃക്തമായി 
രേഖപ്പെടുത്തേണ്ടതാണ്‌. 


മുന്നറിയിപ്പ്‌ കൂടാതെ ടെണ്ടര്‍ നീട്ടിവെയ്ക്കുന്നതിനും 
റദ്ദുചെയ്യുന്നതിനും പ്രിന്‍സിപ്പാളിന്‌ അധികാരമുണ്ടായിരിക്കുന്ന 
താണ്‌. കൂടുതല്‍ വിവരങ്ങള്‍ എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും 
കോളേജ്‌ ഓഫീസില്‍ നിന്നും ലഭ്യമാണ്‌. ഫോണ്‍ 04672-241345. 


[No. 01/2020-21] 


No. A1/1779/2020/EKNMGC. 13th January 2021. 


Sealed tenders are invited for the supply of the 
Sports equipments to EKNM Govt. College Elerithattu 
under the Scheme of 2204-00-104-29-(02) Assistance to 
DCEE for conduct of sports (plan)2020-2021 for an 
amount of = 1,25,000. The list of required sports 
equipments with their detailed specification will be 
supplied along with the tender form. 


The tenders should be superscribed ‘“Tender for 
supply of Sports Equipments to EKNM Govt, College, 
Elerithattu” and addressed to Principal EKNM Govt. 
College Elerithattu, Elerithattu P.O., Kasaragod District, 
Kerala, Pin-671 314. 


Last date of receipt of tender is 18-2-2021, 1 p. m. 
Late tenders will not be accepted. The tenders will be 
opened at 2 p. m. on 18-2-2021 in the presence of such 
of the tenderers or their authorized representatives who 
may present at that time. 


Intending tenderers may on application to the 
Principal, EKNM Govt. College, Elerithattu obtain the 
requisite tender forms in which the tenders should be 
submitted. Application for the tender form should be 
accompanied by a cash remittance of % 672 which is 
the price fixed for a form (ie. cost of tender form + 
12% GST) and which is not refundable under any 
circumstances.The tender forms are not transferable. 
Sale of tender forms will be closed at 11 a.m. on 
18-2-2021. 


Cheques, postage stamps, Demand Draft etc. will not 
be accepted towards the cost of forms nor will the forms 
be sent by VPP. Dulpicate tender forms if required will 
be issued at % 336 per copy. Those who wish to get the 
tender forms by post should send an additional amount 
of ₹ 50. Application for tender form by post will be 
entertained only up to 1-2-2021. Tender forms can be 
obtained from College office on all working days during 
10 a.m. to 2 p. m. till 17-2-2021. Maximum period 
required for the delivery of articles should clearly be 
mentioned. The rates should remain stable till 31-3-2021. 
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Each tender should be accompanied by an EMD of 
1%(rounded to the nearest rupees)of quoted amount 
(minimum ₹ 1,500) in the form Demand Draft in favour 
of Principal E.K.N.M. Govt. College, Elerithattu and a 
preliminary agreement in Kerala Stamp Paper of value 
= 200. Tenders without sufficient EMD and agreement 
are liable to be rejected. Firms which are exempted from 
furnishing EMD should enclose an attested copy of 
order/certificate of exemption. 


The undersigned reserves the right to cancel or 
extend the tender formalities at any time without further 
notice. 


More details can be had from the office on any 
working day. 


E.K.N.M. Govt. College 
Elerithattu, Elerithattu P. O., 
Nileshwar (via) Kasaragod-671 314 
Ph. 04672-241345. 


(Sd.) 


Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 02/2020-21] 


നമ്പര്‍ ag)3-2620/2020/GCKSD. 2021 ജനുവരി 18. 


കാസറഗോഡ്‌ ഗവണ്‍മെന്റ്‌ കോളേജിലേക്ക്‌ കായിക 
ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുന്നതിനുള്ള മുദ്രവെച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന 
കവറിനു പൂറത്ത്‌ “ടെണ്ടര്‍ നമ്പര്‍ 02/2020-21 കായിക 
ഉപകരണങ്ങള്‍ വിതരണം ചെയ്യുന്നതിനുള്ള ദര്‍ഘാസ്‌” 
എന്നെഴുതി പ്രിന്‍സിപ്പാള്‍, ഗവണ്‍മെന്റ്‌ കോളേജ്‌, 
കാസര്‍ഗോഡ്‌ പി. ഒ., വിദ്യാനഗര്‍, പിന്‍ -671 123 എന്ന 
വിലാസത്തില്‍ അയയ്ക്കേണ്ടതാണ്‌. 


അടങ്കല്‍ തുക-* 2,50,000. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില 840 [8750-58 90 GST] 


ദര്‍ഘാസ്‌ ഫോറം വില്‍പനയുടെ അവസാന 


തീയതിയും സമയവു൦--18-2-2021, 3 മണി. 


ദര്‍ഘാസുകള്‍ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും--18-2-2021, 4 മണി. 


ദര്‍ഘാസുകള്‍ തുറക്കുന്ന തീയതിയും സമയവും 
19-2-2021, 11 മണി. 


ദര്‍ഘാസിന്റെ കൂടെ z 200-89 കേരള സ്റ്റാമ്പ്‌ 
പേപ്പറിലുള്ള സമ്മതപ്രതവും നിരത ദ്രവ്യമായി മൊത്തം 
വിലയുടെ ഒരു ശതമാനം നിരക്കില്‍ വരുന്ന തുക 
(കുറഞ്ഞത്‌ 1,500) പ്രിന്‍സിപ്പാള്‍, ഗവണ്‍മെന്റ്‌ കോളേജ്‌, 
കാസര്‍ഗോഡ്‌ എന്ന പേരില്‍ ഡി.ഡി.യും അടക്കം ചെയ്യേണ്ട 
താണ്‌. നിരക്കുകള്‍ക്ക്‌ 31-3-2021 വരെ സ്ഥിരതയുണ്ടാ 
യിരിക്കണം. 


യാതൊരു കാരണവും ബോധിപ്പിക്കാതെ തന്നെ 
ദര്‍ഘാസ്‌ തീയതി ദീര്‍ഘിപ്പിക്കുവാനോ റദ്ദാക്കുവാനോ ഉള്ള 
അധികാരം താഴെ ഒപ്പിട്ടിട്ടുള്ള ഉദ്യോഗസ്ഥനില്‍ നിക്ഷിപ്തമാണ്‌. 
ഫോണ്‍-0499 4256027 


ഗവണ്‍മെന്റ്‌ കോളേജ്‌, 
കാസര്‍ഗോഡ്‌. 


(ഒപ്പി) 
പ്രിന്‍സിപ്പാള്‍. 
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Fire and Rescue Services Department 
e-TENDER NOTICE 
No. M1-3459/2020. 27th January 2021. 


e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the Fabrication and supply of 20 Nos. of Water Lorry as per the 
specifications of this department. The tender is to be submitted as e-tenders through https://etenders.kerala.gov.in. Since 
this is an e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate 


(DSC) can participate in the tender. 
e-Tender document and other details can be obtained from the above e-portal. 
The tender has two parts: 


7. Technical bid. 
2. Financial bid (BOQ). 


Tender No. with PAC—KFRS—e-Tender No. 10/2020-21/SN—% 380 Lakhs. 

Closing date and time of e-tender—26-2-2021, 4 p. m. 

Date and time of pre bid meeting—11-2-2021, 11 a. m. 

Last date and time of receipt of e-tender—26-2-2021, 4 p. m. 

Date and time of Samples/Documents/Presentations Verification—3-3-2021, 2.30 p.m. 


Date & time of opening of e-Tender: 


1. Technical bid—3-3-2021, 11 a.m. 
2. Financial bid—4-3-2021, 11 a.m. 


Cost of e-Tender (online submission)—% 25,000+ GST @ 18% (GST shall be paid by the bidder through GST 


payment methods in reverse charge basis). 
Date upto which the rates are to remain firm for acceptance—31-3-2022. 
EMD—1% of PAC in online payment. 


Security Deposit—5% of total contract amount (To be furnished as bank guarantee of a Nationalised or Scheduled 


Commercial Bank). 
Period of supply—Within 75 days from the date of supply order. 


The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India. There are two 
options—State Bank of India Net Banking payment, payment through MOPS from other banks to the payment gateway 
of SBI. 


For obtaining Digital Signature Certificate (DSC) and necessary portal enrolment bidders can visit the website 


https://etenders.kerala.gov.in. 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 


be a holiday/due to internet failure, the tenders will be opened in the next working day, at the same time. 
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The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed, with the necessary documents and presentations on all the technical aspects of the equipment and 


accessories for the total understanding and verification of the technical committee. 
The price of the e-tender form shall be received only through online payment SBI/SBI MOPS. 
The cost should be quoted in Indian Currency only. 


The tender has two covers: 
e Technical cover 


e Financial cover 
The first cover i.e., the technical cover shall be uploaded with the following documents: 


1. Scanned copy of Departmental Technical specification of the product intended to supply duly signed and 
stamped by the bidder. 


The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the 
tender. Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is 


ready to supply the product as per the Departmental Technical Specification without any deviation. 


In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the 
deviation proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be 
strictly marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification 
Compliance Statement and no marking is made in the column provided for marking deviation in the statement, it will be 


treated as the applicant is ready to supply the product as per the Departmental Technical Specification without any 





deviation. 
Specification Compliance Statement for Water Lorry 
SL. Detail of Departmental Detail of the product offered Deviation from Departmental 
No. Technical Specification Technical Specification, if any 

















2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth * 200. 
3. Brochure of the product intended to supply. 
4. Work Experience Certificate, OEM Authorisation Letter and other relevant details (as per the requirements). 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth = 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partner/s or any of his 


directors in connection with fabrication/supply of similar product made earlier to this Department. 


1, eccccccecssscscceseseseeeecesseseeeeeessssaeseesesaeeess (Name, Address, Firm), do hereby declare that no Vigilance Case have been 
charge sheeted and pending trial at Court against me, any of my partner/s or any of my directors, in connection with 
fabrication/supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of 


Kerala and none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 


Gaz No. 7/2021/DTP (Stores Purchase). 
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6. Paid Receipt of the GST of Tender Fee. (GST shall be paid by the bidder through GST payment methods in 


reverse charge basis). 
Pre bid meeting 


Online pre bid meeting will be held on the date and time mentioned above. Bidders can participate in the pre bid 
meeting through the link meet.google.com/Ksj-crxf-xwp and clarify their doubts, if any. They can clarify their doubts 
by sending an e-Mail to hq.frs@kerala.gov.in and by contacting The Director (Technical), Fire and Rescue Services, 
Thiruvananthapuram in Phone Number: 09497920101. 


Tender opening and evaluation 


(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the 


full understanding of the Head Office Purchase Committee (Technical), on the date specified. 


(b) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects, 


will meet and scrutinize the technical specification of equipment submitted with the e-tender. 


(c) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 


subsequent financial evaluation. 


(d) Those bidders who can comply with all the requirements and conditions of the tender only need to 


participate in the tender. Any special condition uploaded by the bidder will not be considered for evaluation. 


(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 


required above by Kerala Fire & Rescue Services Department alone will be considered. 


(f) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent 


firm will be evaluated by the Head Office Committee (Finance) for consideration. 
The bidder should upload the supporting documents along with the Technical cover. 


(g) The originals of all the required documents like Technical specification compliance statement of the product, 
agreement in Stamp Paper: worth 200 the declaration on Kerala Stamp Paper worth * 200 and Brouchers/Photograph 
of the item intended to supply, OEM Authorisation Letter and other required documents shall be produced before the 


undersigned soon after the Financial Bid opening. 


(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultation with the DPC. The decision of the DPC shall be 


final on the admissibility of the tender and thereafter awarding of the contract. 


(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, at any 
stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a committee 


appointed by him. 


The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dt.frs@kerala.gov.in or Fax to 0471-2337422. 


Details with respect to the e-tender and the details of specifications of the item to be purchased can be 


obtained from the e-tender website https://etenders.kerala.gov.in. 


Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 


Thiruvananthapuram District Court. 
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TECHNICAL SPECIFICATION 
1. General 


The Water Lorry shall be fabricated on the chassis mentioned below. The Water Lorry shall be designed to 
efficiently carry 9000 litres of Water. A Portable fire pump with a discharge capacity not less than 800 LP Mat 


5 kg/cm? should be stowed at rear in a Locker covered by Aluminum Rolling Shutter with Locking arrangement. 


2. Chassis 
The Compact Water Lorry shall be fabricated on a suitable brand new Cabin Chasis having the specifications 


as mentioned below. 


Wheel Base : Not more than 5100 mm 
G.V.W : Not less than 16000 Kg. 
Turning Circle : Not more than 20 m 
Road Clearance : Not less than 225 mm 
Power : Not less than 145 bhp 
Engine Torque : Not less than 450 Nm 
Emission Compliance : BS VI 

Drive : Right Hand Drive 
Steering : Power Assisted Steering 
Braking : System with ABS 

Cabin : With Cabin 


Chassis shall be supplied by the Department 

1. The overall weight of the fabricated vehicle with water and all equipments & accessories should be less by 
500 kg of the rated GVW of the chassis. 

2. The fabricated vehicle should meet all the regulation with respect to Motor Vehicle Act / Rules in force in the 
state of Kerala and in no case the weight of the fully fabricated vehicle exceed the rated GVW of the chassis, 
in fully loaded condition with water, all equipments and crew. 

3. Load distribution chart and detailed drawing from the competent authority shall be submitted for obtaining 
approval from the department, before commencing fabrication. 

3. Material 
(1) The material to be used in the construction of the appliance shall be made with a view to combining 
Lightness with Strength and Durability. 
(2) Timber shall not be used for the fabrication. 
(3) All metal parts exposed to atmosphere shall either be of corrosion-resisting material or treated to resist 
corrosion. 
4. Frame Mounted Type Portable Fire Pump (C. E. Marked as per EN 14466) General Requirement: 
The unit shall consist of a petrol engine coupled with single stage centrifugal pump having maximum output of 
1500 L/min and maximum pressure of 7.0 Bar. The Pump shall be CE certified. The portable pump and engine unit shall 
be fitted on a tubular frame with anti -vibration pads. The complete unit alone with suitable priming system shall be light 
weight so that it can be easily stored in water lorry’s utility compartment & easily carried by two men. Being stainless 
steel MOC, the pump should be able to work for drinking water application, dewatering application and sea water 


application. The pump shall be designed to work in all weather conditions without affecting Engine and pump. 
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4.1 Engine: 


The Engine used shall be of Reputed make, 18Hp, Twin cylinder, 4-stroke, Petrol driven, Air cooled having 
factory set mechanical governor type speed control system. It should have both Electric Self Start and manual Recoil 
Type Rope Start as standby. Electrical system should be provided with 12 V arrangements for battery charging. Silencer 
should be arranged to direct exhaust gas away from operator. Fuel Tank capacity should be sufficient enough to run the 
pump for not less than 1.5 hours when operating at its rated output. Make - Briggs & Stratton, Kohler, Weber or 


equivalent. 
4.2 Pump 


The pump shall be single stage centrifugal type directly mounted on the extension of the crank shaft of the 
engine. Material of construction of Stainless steel as per ASTM351 GrCF3M. .The pump shall comprise of volute body 
(casing), impeller, two screw down type delivery outlets of 63mm (IS 903) and 100 mm suction with round threads 


(IS 902.) All parts of the pump exposed to atmosphere shall be suitably protected against corrosion. 


The pump shall be designed to have easy access to the impeller with the outer face carrying suction delivery and 
priming device etc. A drain plug shall be provided at the bottom or the pump casing. Round thread suction inlet shall be 
provided with internal strainer and blank cap. The strainer shall be readily removable, but shall be retained firmly in 
position when in use. The delivery valves shall be fitted with 63 mm female instantaneous hose connection and 
blank cap. Impeller shall be dynamically balanced and the pump shall show no leakage when subjected to a static 


hydraulic pressure test of 1.5 times the maximum working pressure. 


A reliable and maintenance free spring loaded mechanical carbon seal shall be used for shaft sealing. Self 


adjusting Mechanical seal have FDA compliance, so pump can be used for drinking water application also. 
Pump Performance: 


The performance parameters shall strictly match the PFP N 6-500 of EN 14466 standards. The portable pump is 
intended to be used for direct firefighting and also for flood relief operations hence the below given parameters shall 
also be achieved over and above the governing standards. 

400 1൩൩ — 7.0 bar 

800 I/min — 5.0 bar 

1200/min — 2.0 bar 
Note— All the above tests shall be conducted at NTP conditions and allowances as per clause 4.5.3.1 of IS 950 may 

be considered. 
Priming System 

Reliable and effective priming system shall be provided for priming the pump. The priming system shall be able 
to prime the pump from 7.0 mtrs within 24 seconds at NTP conditions. The priming system should be simple and shall 
be operated by single person. 

Frame Work 

Frame work shall be or cradle design made of tubular steel or equivalent strong material and provided with 
anti-vibration pads. Cradle shall be fitted with four folding handles at four corners to enable easy lifting/carrying of the 
pump by two men. 


Dimension—Should not exceed L 660 x L 630 x H 670 in mm. 


Weight—The total dry weight of the Pump should not exceed 95 Kgs. 
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4.3 Controls And Instruments 


A control panel consists of following controls and gauges grouped conveniently should be mounted adjacent to 


pump suction/delivery. 


Throttle control 
Primer Control 
Ignition interrupter switch 
Pump suction compound Gauge 
Pump Delivery Pressure Gauge 
Adjustable flood light 
7. Pump run hour meter 
4.4 Marking: 
The Pump unit shall be clearly and permanently marked with the following information. 


OM ew MS 


1. The output capacity of Pump in L.P.M. 
2. Manufacturers name and Trade name 

3. Weight of the Pump set 

4. Year of manufacturers 

5. Sr. No. of the Pump 


6. Engine No. 
4.5 Workmanship And Finish: 
(a) All parts of the appliance shall have good workmanship. 
(b) The appliance shall be painted in Fire Red Color wherever applicable. 
4.6 Test: 
The Pump shall be put to four hours Endurance test continuously and deep lift test from a depth of 7mtrs. 
4.7 Tools: 
A tool kit comprising of all essential tools required for maintenance of the pump consisting of the following 


items from Sr. No. 1 to 6. 


1. Double End. Spanner 1 set (6 Nos.) 

2. Insulated cutting pliers 1 No. 

3. Ring Spanner 1 set (6 Nos.) 

4. Nose pliers 1 No. 

5. Monkey pliers 1 No. 

6. Screw Driver 2 Nos. 

7. Small Metallic Tool box 1 No. (to carry all tools) 


Instruction Book with operation Manual shall be provided at the time of supply. A Canvas cover to Cover up 
the unit should be supplied with each Pump. 

4.8 Guarantee 
The entire unit shall be guaranteed for a period of twelve months from the date of acceptance. 

4.9 Operation And Spares Manual 

A complete operation, maintenance and detailed spare part manual shall be supplied with the unit. 

Note: Tenderer must produce pump manufacturers (OEM) authorization letter confirming uninterrupted supply, full 
compliance with tender specifications, warranty for 24 months and spares back up for 10 years after 
commissioning of the pump, along with technical bid. 

Details of pump such as its make and model with full technical features, supported with catalogues, brochures, 


drawing etc. shall be attached with the offer. 


Preferable Make—Firefly/Rosenbauror equivalent. 
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5. Water Tank: 
The water tank shall have a capacity of 9,000 when fully filled, and made from MS sheet confirming to 15:2062. 


The mounting of tank shall be directly on the chassis and as per the design approved by the chassis 
manufacturer. 


The tanks shall be rectangular in shape, with inbuilt forming (reinforced ribs) on both the sides. 


The tank construction shall be such that there shall be no leakage and shall have overlapped joints of 25.4 mm 


between the bottom sheet and side sheets. 


The bottom sheet corner shall be rolled upward up to a minimum of 300 mm height and shall be welded to side 


sheets. 


All the welding shall be by MIG welding process only. The welding of the tank shell be in such a manner that the 
first beading is from inside the shell and subsequent bead from outside the shell. The welded surface shall be cleaned of 
all slags, scale etc. There shall be minimum joints in the tank shell and hence plates used for fabrication of tank shall 
be of maximum size. 


The tank shall be mounted on the chassis with minimum of four saddle supports placed as per the availability of 
bolt holes in the chassis frame. (The details shall be submitted along with the offer.) These supports shall be fabricated 
from M.S. plate of minimum 10mm thick with a reinforcement plates of 6mm thick welded to tank shell from outside 


to the bottom sheet up to with continuous welding. 


M.S. plate of suitable size and thickness shall be welded to the tank mounting, pedestal for mounting the tank on 


mounting brackets provided in the chassis frame. 
The plates/brackets fitted chassis frame shall also be provided with suitable gusset plates for reinforcement. 
The Tank shall be fitted on the chassis with the help of 5/8” dia.high tensile bolts with nylock nuts. 
The Tank shall be mounted slightly sloping towards the rear so as to decant the tank completely. 
The design of the tank shall be such that the center of gravity will be kept as low as possible. 
Tank should be mounted on the chassis in a manner keeping in view the proper load distribution on the axles. 


Load distribution chart and detailed drawing, from the competent authority shall be submitted for obtaining 


approval from the department, before commencing fabrication. 


The water tank shall have the following parameters 


Capacity 9000 Litres 
Material of Construction MS 

Bottom Plate Thickness 6 mm 

Side Plate Thickness (Die Pressed Stiffened on Two Sides) 5 mm 

Top Plate Thickness 5 mm 
Baffles Thickness 5 mm 
Numbers and Size of Manhole 3 x 450 mm 
Numbers and Size of Cleaning Hole (Bottom of Tank) 1 x 250 mm 
Drain Pipe on Cleaning Hole 50 mm 
Overflow Pipe Size 50 mm 
Tank Filling Line Size 80 mm 
Number of Tank Filling Connections 2x 63 mm 
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6. Design & Plumbing: 

The water tank shall be designed to carry 9,000 Litres of water. The tank shall be divided into 3 compartments 
interconnected at bottom level and each compartment will be baffled in order to avoid surge when the vehicle is 
braking, accelerating and cornering. One inspection manhole each shall be provided on top of each compartment of the 
tank. Each manhole shall have a hinged cover so that the manhole will also act as a filling orifice. Suitable eyes (four 
Nos. of folding type lifting eyes) should he provided on the shell of the tank to enable it to be lifted off the vehicle for 
repairs when required. The bottom of the hooks should be further strengthened with flange type plates mounted on the 


top of the tank to avoid any damage to the tank during the process of lifting off the tank. 


A cleaning hole shall be provided at the bottom of the tank which will be fitted with a drain pipe and valve. The 
tank should be fitted with an overflow pipe taken down to a point well below the chassis that discharges the water away 
from the wheels. The overflow pipe shall be so designed and located to ensure that water will overflow through 
overflow pipe only while filling tank. but no water shall overflow through overflow pipe when appliance is in motion or 
negotiating up/down gradient and/or brake applied to the moving appliance. 


Provision for hydrant connection incorporating a strainer shall be provided for filing the tank in minimum time. 


Sufficient number of Draw Pipes (‘C’ class galvanized ) of 140mm and 100mm Dia should be taken from each 


side of the tank incorporating Butterfly valves and Round threaded Gun metal Female couplings and Blank caps. 


An additional draw pipe of 100 mm dia. of ‘C’ class galvanized incorporating 100 mm butterfly valve with gun 
metal, female suction hose coupling with blank cap shall be provided to the rear side of the vehicle. A suitable size 
sump shall be provided below the tank to connect water draw pipe with SS strainer. 


The water tank with its entire fitment shall withstand hydrostatic pressure 0.3 kg/cm?2. 


7. Baffles 

The tank should be suitably baffled to prevent surge while the vehicle is accelerating, cornering and braking. The 
design of the baffles shall provide access to all compartments for repairs and maintenance. The baffle shall be arranged 
in a manner to facilitate the movement of a person throughout the tank for cleaning and welding purposes. 


The inside and outside surface of the tank shall be prepared with sand blasting to remove the complete corrosion 
of M.S material including baffle plates and immediately two coats of Epoxy primer shall be applied from inside and 
outside. The tank shall be offered for inspection immediately after sand blasting is completed before epoxy primer is 
applied. The inside surface of water tank shall be provided with two coats of anti-corrosive paint i.e. Epoxy paint. 


The complete top of water tank shall be covered with 1OSWG aluminum chequered plate and fixed to the frame 
fabricated from 40 x 40 x 4 mm MLS. angles properly welded to the tank shell. The chequered plates shall be bolted to 
this frame and shall be removable type. 


Suction hose brackets of aluminum sheet of 3.15 mm thick with suitable fastening arrangement shall be provided 
on the top deck to accommodate 4 Nos. 100 mm dia and 2.5 mtrs. Length suction hoses with male and female 


couplings. 


A Clear acrylic glass tube, unbreakable type water level indicator calibrated on full, %, 1/2, 1/4 and empty should 
be provided at the rear of the vehicle. 


8. Body Work and Stowage: 
Body Fabrication 


The Vehicle should be fabricated on the Cabin chassis and hence only essential provisions are to be facilitated as 


follows. 


It should be provided with two large size rear view mirrors with convex round mirrors for overall rear view of 
the vehicle from top to bottom and left to right but should not obstruct the vision of the driver while driving 


through curves. 
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A fire bell of 250 mm diameter shall be provided on the rear left hand side of the cabin (above firemen seat) and 
arrangements shall be so made to enable the fireman to ring the bell from inside the cabin. 


Wire mesh guards shall be provided for front wind screen glass, side door glasses light bar, head lights, fog lights 
and for rear lights. These wire mesh guards shall be of removable type, fitted with wing nuts. 


Fabrication shall be done in such a way that no rattling sound is produced while running/operating the vehicle, by 
providing adequate sealing/packing materials. 


Lockers: 


Lockers shall be provided for secure stowage of all equipments given in this specification, including the Portable 
Pump, at the rear of the vehicle. The location and size should be shown in the drawing. 


The structure of the locker shall be made from 40 x 40 x 4 mm thick M.S angles with 16SWG aluminum 
paneling from outside and 16SWG aluminum chequered plate from inside. The floor paneling of locker shall be 10 SWG 
aluminum chequered plates. 


The locker shall be provided with internal automatic lighting arrangement with the master switch in the Driver cab. 


Locker shall be covered with aluminium roller shutters from three sides. The roller shutter shall be made from 
extruded aluminium sections with suitable roller, spring, guide channels, etc. It should be rolled inwards underneath the 
roof giving unobstructed access to the equipment lockers and the fire fighting material. Guide rails shall support the 
shutters over entire length on both sides to make them absolutely torsion free. The roller shutters shall have a sturdy 
lock, preventing accidental opening during movement of vehicle. Roller shutters shall be made of hollow rectangular 
shaped aluminium links which shall be inter connected with rubber/plastic/PVC profiles sealing the roller shutter 
watertight when closed. The complete shutter assembly, the side, bottom and main profiles as well as the locking system 
shall be from the shutter manufacturer only. These roller shutters shall be durable, maintenance free, weather and 
corrosion resistant. 


All aluminium sections used shall be properly anodized. 

Preferable make: MCD/FIRESCAPE/FIRECO or Equivalent models of Ziegler. Rosenbauer 
Other Works: 

Guards shall be provided for propeller shafts. 


Suitable rear mudguaris made from .16 SWG MLS. Sheet with reinforcing ribs shall he provided and supported on 
M. S. brackets. 


Suitable brackets should be provided for the spare wheel. 


Drag, Hook or Eye of adequate strength and design will be provided at die rear and front of chassis. Spark 
arrester should be fitted in the exhaust pipe of the vehicle. 


A suitable bumper shall be provided at the rear rigidly fixed to the super structural members by means of nuts 
and bolts, fabricated from 100 x 50 x 5 mm mild steel channel. 


A cat ladder shall be provided and fitted at the rear, and fabricated out of 1” dia. M.S. tabular pipe and 2 mm 
thick. 


Protective wire net shall be provided for all lights and indicators. 


No modification/connection shall be made in compressed air passage lines of the vehicle for an tapping of air. For any 
such requirement the free port of the DD unit of the compressed air system shall be made use of. 


Stowage of Equipment: 


For all water fittings like branch pipes, etc, quick release type couplings shall be provided which enables the 
operator to locate the desired equipment instantly and thereby save valuable time at the time of fire. These couplings 
also ensure that none of the item damage the internal paneling and there by increase the life of the vehicle. Suitable 
clamps, brackets, holders, etc. are provided for all other items. 
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9. Electrical System: 

All important electrical circuits shall have separate fuses suitably indicated and shall be grouped into a common 
fuse box located in an accessible position in Driver’s cab and fitted with means for carrying spare fuses. The wiring 
should be double pole and should not be exposed to the atmosphere. Conduits shall be used wherever necessary. 


10. OTHER ELECTRICALS 
Two fog lamps in addition to normal head lights shall be installed. 


Reversing lights on either side should be fixed suitably at the rear of the vehicle. 
Reverse gear indicator and buzzers shall be provided. 

A spot light not less than 50 W (LED) power shall be provided. 

One pair of additional Mega sonic High Tone electric Horn shall be provided. 


Two-tone hooter Cum P.A. System having 25 watt capacity with speaker. LED Light bar with red, blue and white 
flasher lights of minimum 75-100 watts and not less than 1000 mm size as per SAE standard shall be mounted on the 
cabin roof with amplifier in the cabin. 


3 Nos. Duel Red-White and 3 Nos. Duel Blue-White Scene-Lighting LED Blinkers with inbuilt flasher should be 
installed on the upper periphery of the super structure. The Blinkers should have an integrated option of minimum 
12 Watt spot lighting with Low, Medium and High brightness control. The base should be of Aluminium and the cover 
should be Polycarbonate. The light should be compatible to both 12V & 24V. It should be SAE certified from 
NABL/Accredited Lab. Authority letter of the manufacturer confirming the specification should be submitted along with 
the bid. 


Electronic LED water level indicator with 7-Segment display for volume, percentage and Portable Pump battery 
voltage indication, shall be provided. It shall have 3 levels of configurable brightness for ease of viewing. The water tank 
level indicator shall be IP65 certified from an NABL accredited lab. Authority letter of the manufacturer confirming the 
specification should be submitted along with the bid. 


11. Rear View Camera: 


Rear view camera shall be provided for the vehicle with 7 inch LCD screen within the cabin. The camera shall 
have minimum 1200 field of vision with a 1/3 inch image sensor. 


12. Workmanship And Finish: 


Workmanship executed shall be of the highest order. All rivet and bolt holes shall have a coat of approved paint 
on both surfaces before riveting or bolting or welding. All steel screws, bolts, nuts, rivets etc. shall be zinc coated or 
shall have rust proof coats by a recognized process. All the sharp edges shall be grinded. The roof joints shall be 
subjected to rigid water test at vendor’s workshop in presence of purchaser’s representatives. All directions and 
instructions given at any stage of fabrication by the purchaser/representative for quality and workmanship on all points 
related to the fabrication shall be executed. All the material used in the fabrication of the body work shall be of good 
quality. All equipment and material shall comply with the requirements of the latest relevant IS specifications. 


Any other equipments/fabrication are necessary to perform the normal functioning of the Vehicle if any, which are 
not mentioned above should be supplied/done by fabricator. 
13. Painting: 

Necessary anti-corrosion and primer coat in pink colour shall be applied before painting. The body shall be 
painted fire red in colour conforming to shade No. 536 of IS 5: 2007. 

The paint shall conform to IS 2932:2003. 

The whole vehicle shall be painted internally and externally with one coat of zinc chromate and an under coat, two 
finishing coats and clear coat. 

Phosphating and painting of the chassis shall be carried out to withstand Seasonal climate effects. 

The words “Kerala Fire & Rescue Services” shall be painted in letters of 10 cm height one side of the body of 
vehicle in golden yellow colour paint. Same text in “Malayalam Font’ shall be painted over the other side in 


same manner. 
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The name of the Department “Kerala Fire & Rescue Services” in form of sticker in fluorescent red letter in 


yellow background shall be affixed on the top of the front wind screen glass. 


Emblem of the department shall be affixed on either side of the cabin front Door (Model shall be provided by 


the department). 


‘Dial 101’ shall be written on all the four sides of the vehicle on yellow background in black letters. 
14. Marking: 


Each appliances shall be clearly and permanently marked on the side of the body with the following information. 


Manufacturers Name 
Serial Number of the pump, body and year of construction 
Capacity of pump 


Capacity of water tank. 


15. Accessories: 


The following accessories shall be supplied along with each vehicle. 











SL. No. Particulars of Accessories Qty. 
(1) (2) (3) 
1 Heavy duty plastic DUTRON or equivalent coupled with round threaded gunmetal couplings 4 Nos. 
suction hoses 100 mm of in 2.5 mm. 
Each hose to be of a length to be kept just above the water tank in special brackets. 
(Gun metal/Brass) 
2 Suction Metal Strainer 100 mm (Gun metal/Brass) 1 No. 
3 Basket Strainer 1 No. 
4 Suction Wrenches (Universal type) 1 pair 
ട്‌ Delivery Hose 10 Nos. 
It shall be non-percolating and synthetic type B. 
Minimum length shall be 15m. 
Shall be provided with instantaneous male and female couplings of size 2!" 
(Gun metal/Brass) 
Size of the hose should be 242" 
Delivery Hose should comply with latest IS-636. 
6 Standard Brach pipe with 19mm Nozzle (Gun metal) 2 Nos. 
7 Foam Making Brach FB 2 with Pick up tube 1 No. 
8 Fireman’s Axe (Insulated and tested for 30000 KV 1 No. 
9 Sledge hammers of 2.5 kg 1 No. 
10 Sledge hammers of 5 kgs 1 No. 
11 പപ്പി hammer 1 No. 
12 Crowbar 20 mm dia of 1.5 meter 1 No. 
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13 Crowbar 25 mm dia of 2.0 meter 1 No. 
14 3 way Suction Collecting head (140 mm) (Gun metal/Brass) 1 No. 
15 Dividing breeching with control valve (63 mm) (Gun metal/Brass) 1 No. 
16 Collecting breeching instantaneous (63mm) (Gun metal/Brass) 1 No. 
17 10 nozzle with extension applicator with fog head (see IS 952) 1 No. 
18 Branch with revolving head (see IS 906) (Gun Metal) 1 No. 
19 Nozzles of size 1 each 

12 mm, 

16 mm, 

20 mm & 

32 mm 

(see IS 903) 
20 Adaptor double female instantaneous pattern 63 mm (Gun metal/Brass) 1 No. 
21 Adaptor double male instantaneous pattern 63 mm (Gun metal/Brass) 1 No. 
22 Nozzle spanner (see IS 903) 1 No. 
23 Nylon rope-50 mm—40 metre long having two ends spliced in and one end with a 1 No. 

running noose 
24 Poly Propylene rope-50 mm - 50 m long 1 No. 
25 Kern mantle rope - 14 mm dia length -50m, Sewn thimbled eye at one end 1 No. 

Sewn end-stop termination at other end 
26 Door breaker 1 No. 
27 Hydraulic jack—Not less than 7.5 ton capacity 1 No. 
28 Fire hook (see IS 927) 2 Nos. 
29 Fire rake 3 Nos. 
30 Grease gun 1 No. 
31 Axe-large (weight Not less than 3 Kg) 1 No. 
32 Hose bandages, Hose Slings, Hose Straps 20 Nos. each 
33 Rubber gloves (1S:4770) in pair 2 Nos. 
34 Asbestos Gauntlets in pair 2 Nos. 
35 Tool kit-Double End spanner set 6mm to 36 mm, Ring spanner set 6 mm to 36 mm 1 No. 


Box spanner set 6 mm to 36 mm with Ratchet, T- bar and Extension Rods etc. 


Allen Key Set, Insulated plier 8", Screw Driver with insulated handle ഒ", flat/Square tip 
of different sizes (Flower bit) , VICE GRIP PLIER: Size-10" length (Should have teeth 
on both jaws made of forged steel), Cold Chisel, Adjustable Wrench 12” & 24". Etc. 
Shall be quality products and arranged in a Metal Carry box properly . 
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(1) (2) (3) 





36. SELECTABLE FLOW NOZZLE. 


It shall have a twist type control for straight stream, spray and wide angle fog. The selectable 1 No. 
flows shall be 475-550-750-950 LPM or better at 7 bar and shall also have inbuilt flushing 
arrangement when in operation. 


All the flow positions with click stop shall be provided on hand to maintain selected flow. 
The spray angle shall be of 120 degree. 


Material of construction: Durable hard anodized light alloy extruded material to prevent from 
corrosion and wear, and thick rubber bumper for impact protection. 


It shall be provided with hydraulically balanced ball with an adjustable acetal seat and replaceable 
spinning teeth. 


Nozzle shall have pistol grip handle for better control to fire-lighter and Provision for change 
over to flush without shut-off. 


The device should be so designed to minimise the back pressure. 


Valve shall be designed and mounted to give turbulence free performance. Weight: Should not 
be more than 4Kg. 


Horizontal throw in still air shall not be less than 45 meter (At 7 bar when max. flow is 
selected.) 


Size of water inlet should be 63 mm confirming to IS: 903. 
Should meet NFPA 1964 standard. 
Preferable Make—“Firefly/Akron/TFT”’ or equivalent. 





16. Inspection & Acceptance Tests: 

The following stage inspection and acceptance test shall be given to the complete satisfaction of the purchaser. 
All the testing parameters should be carried out at the manufacturers premises and the details (photographic evidence) 
of the testing infrastructure shall be provided. 
Vendor shall ensure that design of tender will not affect chassis parameters such as speed, turning circle, 
acceleration etc. 


First Stage 


Structural work and Measurements, Structural framework, panelling not started. Materials for panelling ready for 
measuring. 


Second Stage 

Panelling work, tank ready not mounted (for hydraulic pressure testing), Pump ready, (for hydraulic pressure 
testing), platform of water tank. All the piping shall be subjected to hydraulic test pressure of 15 Kg/cm2 for a period 
of min. 10 minutes. The entire pump assembly with all its fittings and priming system shall be hydraulically tested at 
21 bar (All the above tests shall be carried out at pump manufacturer’s/Fabricator’s facility). Tank shall be hydro tested 
at a minimum pressure of 0.3 bar for a period of one hour before mounting on the vehicle. 


Final Stage 
Stability: 
Stability of appliance will be such that when fully equipped & laden, if the surface on which the appliance 


stands is tilted to either side at an angle of 30° from horizontal it will not overturn. 


Gradient: 
The vehicle will be tested on a gradient test ramp at an angle of 1:4 as per BIS. 
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Endurance Test: 

The Portable Fire Pump will be tested for a continuous period of three hours nonstop delivering the rated output 
at 7 Kg/em2 & for one hour at 35kg/cm2 with a lift of 3 ൩. During the test, water will not be replenished for the 
cooling system &. the engine will not show signs of overheating. 


The testing charges for the same shall be borne by the vendor. 


Priming/Deep Lifting Test: The priming shall be tested as per the latest standards & the system shall be subjected to 
a test at a suction of 7Mtrs. The priming should be achieved in less than 36 seconds. 


Articulation Test: 
The vehicles shall be tested for articulation and shall not show any signs of stress during this test. The clearance 
in the wheel wells is shall be checked for tolerances. ° 


Road Test: 

After completion of all the above mentioned tests, a road test shall be carried out where the vehicle shall be tested for 
its performance as per BIS. The braking, acceleration & top speed tests shall be checked & recorded by the inspecting 
officers. 


17. Specifications and Drawings 

Considering the detailed Specifications, the Auto CAD drawings (Hard copy as well as Soft Copy in pdf shall be 
included) should be submitted by the Vendor. The Director General, Kerala Fire & Rescue Services or his representatives 
may suggest modifications to the drawings. However, modified drawings should be submitted by the Vendor within 
3 days from the suggestion/discussion. The Bidder shall start the work only after getting the drawings approved by The 
Director General Kerala Fire & Rescue Services. The CAD drawings should clearly illustrate the details. Two sets of 
complete and final CAD Drawings (both the Hard copy as well as Soft Copy shall be included, in respect of fabrication). 
Stowage arrangements, fittings, electric circuit arrangement etc. shall be supplied at the time of delivery of the 
appliance. These drawing shall be supplied free of charge. 


18. Instruction Book: 
A detailed instruction book in English for the guidance of the user shall be prepared and supplied. It shall contain 
the details of operation maintenance and proper use of the vehicle, all the appliances and equipment. 


19. Acceptance: 
The fully fabricated vehicle with all equipment and accessories shall be delivered at Fire & Rescue Services 
Headquarters, Thiruvananthapuram, Free on road. 


The delivered vehicle shall be inspected by a board of officers for the general functioning of the vehicle, 
associated equipment and accessories. The vehicle shall be accepted by the department based on this report. 


Superscription of e-Tender No. 10/20-21/SN for Fabrication and Supply of 20 Nos. of Water Lorry 


Due date and time for receipt of e- Tender—26-2-2021 at 4 p.m. 
Date and time of opening of e-Tender: 

Technical Bid—3-3-2021, 11 a.m. 

Financial Bid—4-3-2021, 11 a.m. 
Date up to which rates are to be firm—31-3-2022. 


Prices of Tender Form (Original)—*% 25,000+ GST @ 18% (GST shall be paid by the bidder through GST 
payment methods in reverse charge basis). 


Address of the officer to whom Tender documents are to be sent—Director General, Kerala Fire & Rescue 
Services, Civil Defence & Home Guards 11൮5. Fire Force Junction, Thiruvananthapuram-1. 


Conditions 
Essential documents to be submitted along with the tender—Pamphlets, Photograph, Drawings, CD etc. 


Period of delivery—Within 75 days from the date of acceptance of chassis. 


F.O.R.—Thiruvananthapuram. 
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Payment—100% payment against delivery of Water Lorry at Thiruvananthapuram and acceptance by an acceptance 


committee. 


10. 


11. 


12. 


13. 


14. 


13, 


16. 


Warranty—The warrantee for a period of 24 months from the date of final acceptance. 


Other Special Conditions 


EMD 1% of PAC in online payment. 


Security Deposit 5% of total contract amount to be furnished as mentioned in the Notice inviting e-Tender, 
which will be released after the expiry of the warantee period. 


Any firm whose proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 
pending trial at court in connection with fabrication/supply of similar product made earlier to this 
department/Kerala Government are not eligible to participate and shall be barred from participating in this 
tender. 


The tenderers should produce latest solvency certificate of 3 Crores or more and should have an average 
annual turnover of 2 Crores for the last 3 Years. 


The bidder should have sufficient previous experience (Minimum 3 years) in fabricating similar type of vehicles 
and the copies of supply order for the same placed by states. Union Territories, and Public Sector Undertakings 
for previous years should be produced in support. 


On receipt of the supply order the tenderer should provide Insurance cover for the Kerala Govt. property for an 
amount equal to the cost of total number of chassis for fire, damages due to other natural or manmade 
calamities and theft. 


Renewal of temporary registration processes shall be performed by the fabricator at their own expense. A valid 
Temporary Registration Certiticate (T.P) shall be produced before the department at the time of delivery. 


The load distribution chart and detailed drawing of the Water Lorry shall be submitted and got approved from 
the department by the fabricator, before commencing the fabrication. 


If the supplier is not in a position to repair the equipment or accessories provided in the vehicle, they shall 
arrange for total replacement of that particular item, as the case may be upto a period of 3 year from the date 
of acceptance of the vehicle by the department at Thiruvananthapuram. 


The vendor shall be responsible for the maintenance of the Water Lorry for any defects or damages to vehicle 
due to bad workmanship or of any inferior material, accessories, apparatuses etc. 


The vendor should provide service assistance and supply of spare parts for a period of minimum 5 years after 
the expiry of warranty period, within 30 days since any complaint is reported to the vendor. 


Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 
Rescue Services or its supervisory levels in the Government will be disqualified. 


The chassis shall be collected by the vendor from the department Location. Final Registration of the vehicle 
will be arranged by KFRS after the completed vehicle is delivered to the KFRS. The vendor shall take temp. 
registration of completed vehicle and submit all relevant documents to the KFRS for final registration. 


After collecting the chassis from the department by the vendor and till such time the completed vehicle is 
delivered to the KFRS, it shall be the vendor’s responsibility to protect the chassis from damage, accident, 
pilferage etc. 


Any damage/shortfall shall be made corrected by the vendor at no extra cost to KFRS. After receiving chassis 
from the KFRS and during the period of fabrication of Water Lorry, vendor shall arrange to carry out all 
periodical services as recommended by the Chassis Manufacturer at its fabrication site. 


Any modification like Welding, drilling etc. on framework of chassis should be done as per the guidelines given 
by the chassis manufacturer. The vendor should submit load distribution chart on axles before starting the 
fabrication. All axels should be loaded within the maximum permissible pay load specified by the 
chassis manufacturer. 
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17. 


18. 


19. 


Any restriction on performance of chassis, observed during/after execution of order shall have to be 
rectified by vendor in consultation with KFRS and chassis manufacturer. Such corrections shall be at no extra 
cost to KFRS. The vendor shall be responsible for supplying all equipment/accessories and properly fixing them 
on the chassisa described in the specification. Other details and requirements which are not covered under the 
specification, but may be neeessary to complete the Water Lorry and/or to fulfil the operation/performance 
requirement shall be provided by the vendor, who shall be responsible for the designing, engineering and 
construction of the complete appliance to the full satisfaction of the KFRS. Before finalization of design, the 
same needs to be approved by KFRS. 


At the end of complete fabrication of Water Lorry, the vehicle with fully laden conditions shall be checked and 
certified by vendor for correct load distribution on individual axle. The actual individual load on axle shall not 
exceed the allowable limit specified by chassis manufacturer or regulating authority, whichever is lower. Chassis 
supplier shall be called at the vendors’ site to verify the correct load distribution & fabrication of vehicle as per 
guidelines of chassis supplier. 


No alteration shall be made in the chassis/fabricated vehicle which may hinder the registration of the vehicle as 
CMV and Kerala MVD regulations. 


(2) 


No. M1-3474/2020. 28th January 2021. 


e-Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 


stock and spares and repair capabilities for the supply of 300 Nos. of Walkie Talkie as per the specifications of this 


Department. The tender is to be submitted as e-tenders through https://etenders.kerala.gov.in. Since this is an e-tender, 


only those bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC) can 


participate in the tender. 


e-Tender document and other details can be obtained from the above e-portal. 


The tender has two parts: 


1. Technical bid. 
2. Financial bid (BOQ). 


Tender No. with PAC—KFRS-E-Tender No. 11/2020-21/SN—¥% 105 Lakhs. 

Closing date and time of e-tender—27-2-2021, 4 p. m. 

Date and time of pre bid meeting—8-2-2021, 11 a. m. 

Last date and time of receipt of e-tender—27-2-2021, 4 p. m. 

Date and time of Sample/Documents/Presentations Verification—4-3-2021, 2.30 p.m. 


Date & time of opening of e-Tender: 


1. Technical bid—4-3-2021, 11 a.m. 
2. Financial bid—5-3-2021, 11 a.m. (The date may change depending on the completion of technical 


evaluation) 


Cost of e-Tender (online submission)—% 15,800+ GST @ 18% (GST shall be paid by the bidder through GST 


payment methods in reverse charge basis). 


Date upto which the rates are to remain firm for acceptance—31-3-2022. 


EMD—1% of PAC in online payment. 


Security Deposit—5% of total contract amount. (To be furnished as Bank guarantee of a Nationalised or 


Scheduled Commercial Bank). 


Period of supply—Within 60 days from the date of supply order. 
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The bidder desiring to take part in the bid shall log into https://etenders.kerala.gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India. There are two 
options—State Bank of India Net Banking payment, payment through MOPS from other Banks to the payment 
gateway of SBI. 


For obtaining Digital Signature Certificate (DSC) and necessary portal enrolment bidders can visit the website 
https://etenders.kerala.gov.in. 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday/due to internet failure, the tenders will be opened in the next working day, at the same time. 


The tenderer or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed with the necessary documents and presentations on all the technical aspects of the equipment and 
accessories for the total understanding and verification of the technical committee. 


The price of the e-tender form shall be received only through online payment SBI/SBI MOPS. 
The cost should be quoted in Indian Currency only. 


The tender has two covers: 
e Technical cover 


e Financial cover 
The first cover i.e: the technical cover shall be uploaded with the following documents: 


1. Scanned copy of Departmental Technical specification of the product intended to supply duly signed and 
stamped by the bidder. 


The Bidder should sign, stamp and upload the Departmental Technical Specification as such, along with the tender. 
Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation. 


In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation. The committee 
will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the 
deviation proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, if any, shall be 
strictly marked in the Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance 
Statement and no marking is made in the column provided for marking deviation in the statement, it will be treated as 
the applicant is ready to supply the product as per the Departmental Technical Specification without any deviation. 


Specification Compliance Statement for Walkie Talkie 





SL. Detail of Departmental Detail of the product offered Deviation from Departmental 
No. Technical Specification Technical Specification, if any 

















Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ₹ 200. 
Brochure of the product intended to supply. 


Work Experience Certificate, OEM Authorisation Letter and other relevant details (as per the requirements) 


woe fe 


Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth ₹ 200 to the effect that no 
Vigilance Case has been charge sheeted and pending trial at Court against him/his partner/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this Department. 
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1. (Name, Address, Firm) do hereby declare that no Vigilance Case have 
been charge sheeted and pending trial at Court against me, any of my partner/s or any of my directors, in connection 
with fabrication/supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of 
Kerala and none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 


6. Paid Receipt of the GST of Tender Fee. (GST shall be paid by the bidder through GST payment methods in 
reverse charge basis) 


Pre bid meeting 


Online pre bid meeting will be held on the date and time mentioned above. Bidders can participate in the pre bid 
meeting through the link meet.google.com/gyw-utka-hhja and clarify their doubts, if any. They can clarify their doubts 
by sending an e-Mail to hq.frs@kerala.gov.in and by contacting The Director (Technical), Fire and Rescue Services 
Hars., Thiruvananthapuram in Phone Number: 09497920101. 


Tender opening and evaluation 


(a) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the 
full understanding of the Head Office Purchase Committee (Technical) on the date specified. 


(b) There will not be any further communications about the opening of the technical and financial bids separately. 
Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects, will meet 
and scrutinize the technical specification of equipment submitted with the e-tender. 


(c) Sample of Walkie Talkie should be produced before the Committee for Technical Evaluation, which would be 
subjected to test by the departmental personnel. The final selection will be done after considering the report of the 
testing team only. Technical expert of Bidder should be available for explaining all the aspects of the item, during the 
time of presentation and evaluation. Technical expert of Bidder should be available for explaining all the aspects of the 
item, during the time of presentation and evaluation. 


(d) During evaluation, the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation. 


(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered. 


(f) On finalization of technical evaluation, the second cover i.e. the financial bid of the concerned competent 
firm will be evaluated by the Head Office Committee (Finance) for consideration. 


The bidder should upload the supporting documents along with the Technical cover. 


(g) The originals of all the required documents like Technical specification compliance statement of the product, 
agreement in Stamp Paper worth * 200 the declaration on Kerala Stamp Paper worth ₹ 200 and Brouchers/Photograph 
of the item intended to supply, OEM Authorisation Letter and other required documents shall be produced before the 
undersigned soon after the Financial Bid opening. 


(h) After opening the financial bid, financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultation with the DPC. The decision of the DPC shall be 
final on the admissibility of the tender and thereafter awarding of the contract. 


(i) The right of acceptance or rejection of e-tender or cancelling the tender without assigning any reason, at any 
stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a committee 
appointed by him. 


The rules and regulations prescribed for e-tenders by the Government of Kerala/Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also. If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dt.frs@kerala.gov.in or fax to 0471-2337422. 


Details with respect to the e-tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https://etenders.kerala.gov.in. 


Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 


Gaz No. 7/2021/DTP (Stores Purchase). 
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TECHNICAL SPECIFICATION OF WIRELESS COMMUNICATION SYSTEM WITH INTRINSICALLY SAFE WALKIE TALKIES 


General 


The set should be intrinsically safe for using in Hazardous Locations, Division 1, Class I, II, I, Groups 
C, D, E, 1, G; Division 2, Class 1, Groups A, B, C, D. 


It should Certified as per TIA-4950. (Documents of TIA-4950 should be uploaded in the tender) 
Frequency range: VHF, 136-174 MHz 

Channel capacity should be 30 or higher (with separate continuous rotator button) 

The set should be equipped with TDMA of 02 Slots. 

Channel spacing should be 12.5 KHz or better. 

Frequency stability should be +.5 PPM or better. 

The set should be Light weight. 

Antenna Impedance should be 50 ohm. 


The set should comply with relevant EMI/EMC testing standards. 
(Certificates supported by International Recognised Laboratory should be uploaded along with the bid). 


Warranty - Minimum 3 years 


230V +- 10% Battery Charger having protection against reverse polarity & short circuit should be supplied with 
each set. 


TRANSMITTER 

RF Power output should be 1 and 5 Watt (Programmable) 

Type of Emission should be FM @ 11KOF3E, 7K60F1W, 7K60FXE, 7K60FXD, 7K60FXW 
Digital Modulation should be 4FSK 

Modulation Limiting should be + 2.5kHz @ 12.5 kHz /+ 5.0kHz @ 25 kHz 

Audio Response -As per TIA 603D 

FM Hum noise should be 40dB@ 12.5 kHz/ -45dB@ 25 kHz or better. 

Adjacent channel power should be 60dB @ 12.5 kHz/70dB @ 25 kHz or better. 

Digital Vocoder should be AMBE+2 

Audio response should be +1, -3Db (as per 11460312) and Audio distortion should be less than 3%. 
Set should have inbuilt provision for communication security. 

Receiver 

Sensitivity should be 0.164 V@12dB SINAD or better (Analog) and 0.164 V@ 5%BER or better (Digital) 
Adjacent Channel Selectivity -60dB @ 12.5 kHz or better. 

Inter modulation - 70 dB 

Rated Audio Output should be 0.5W. 

Audio distortion should be less than 3%. 

Environmental Specification 


Operating temperature should ranges from 30° C to +60° C (Supporting documents from recognized laboratory 
should be uploaded). 


Storage temperature should ranges from -40° C to +70° C or better. 


The set should comply - Humidity - MIL-STD 810 C,D,E,E & G, Salt, Rain, Low Pressure, Vibration, 
Shock & Drop as per MIL-810C,D.E.F.G standards. 


Should comply Water Intrusion and Dust as per IP 68 standards. 
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FEATURES 

Mode of operations should be - Conventional, Analog & digital. 

It should be capable of status messaging facility through programmable key. 
It should be provide with protection against high VSWR. 

Radio Programming Facility - PC programmable using USB. 

Battery strength should be announced in 3 stages as Low/Medium/High. 


Should be provided with facility for over the air frequency re-programming and other parameters. 


Other Features 


It should be talk around mode and Simple press to talk type 
It should be provided with following features. 

a. Low battery alert. 

b. Continuous tone coded squelch system (CTCSS) 

c. Selective call decode/encode. 

d. Mute/Silent mode. 


e. Automatic volume level control for all receive calls. 


f. Private call through soft key/channel button 
g. Channel scan/Priority scan 
h. Lone worker with man down feature. 


i. Transmitter Timeout Timer feature. 
j. Emergency call facility or voice to follow for hands help. 
k. Group call. 


1. Enhanced Noise cancellation facility. 


Minimum Qualifying Criteria for Bidders 


Ls 


The Bidder should be in business for more than 10 years in India as on 31-12-2020 (This should be 
supported by the certificate of Registration issued under the Companies Act by a competent authority.) 
Details of the Bidder should be submitted. 


The Bidder should be a reputed Original Equipment Manufacturers (OEM) or authorized dealer of OEM, who 
is having a Tender specific Authorization Certificate referring the Tender Number, from the OEM to 
participate in the tender at Kerala Fire & Rescue Services. In case bidder is an authorized dealer, Certificate 
from the OEM for both sales and service has to be enclosed. The Bidder should furnish Valid Authorization 
letter. Without proper letter of authorization the bid is liable to be rejected. 


One Bidder cannot represent two suppliers/OEM or quotes on their behalf in a particular tender. 


OEM should have a registered office for atleast 10 Years in India. Copy of the GST/Service Tax registration 
Certificate of OEM or any other Valid document/registration certificate issued by State/Central Govt dept as 
proof of having the office (with address) of OEM for the last 10 Years in India. 


The Annual turnover of the Bidder should be a minimum of ട Crore for each of the three preceding 
financial years (This should be supported by audited balance sheet of the Company duly audited by the 
Chartered Accountants for the financial years 2017-18, 2018-19, 2019-20 along with copies of IT Returns) 


The bidder should have to submit copy of valid DPL provided by Wireless Planning Commission, Ministry of 
Telecommunication, Govt of India. 


The Bidder should possess and enclose the valid ISO Certificates along with the Bid. 


In case the bidder is an authorized distributor/dealer, should have the dealership distributorship for at least 
5 (five) continuous consecutive years with Single OEM. (Copy of OEM agreement or certificate has to 
produce). 
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ഒ. 


10. 


11. 


12. 
13. 


14. 
15. 
16. 


17. 


18. 
19. 
20. 
21. 
22. 
23% 


24. 


25: 


26. 
27. 


The bidder should be an authorized AMC provider of the manufacturer. (At least one AMC order frorn Kerala 
has to be uploaded along with TDS certificate during any one of the last 2 years from the date of issue of this 
tender.) 


The bidder should provide 3 years warranty for the quoted Radio model and Undertaking letter has to be 
submitted. 


The bidder must have adequate experience in providing DMR and Microwave Link Solution systems. The 
Bidder should have supplied and installed similar model DMR equipment to any Police Organization/Govt./ 
Semi-Govt. departments/PSU in India preferably in Kerala during any one of the last 4 years from the date of 
issue of this tender with a value not less than 150 lakhs or Two orders value not less than 275 lakhs. 
Copies of Purchase orders and Completion certificate has to be submitted. 


The Bidder/OEM should furnish the information supported by certificates from the clients. 


The bidder has to provide fitment guarantee certificate from OEM for quoted accessories like batteries, 
chargers etc. 


Complete details with address of the suppliers/manufacturers should be enclosed. 
The Bidder/OEM should ensure support for at least 7 years for the products quoted by them. 


The Bidder/OEM should also give an undertaking in the form of an affidavit that the Radios supplied by the 
vendor is genuine and does not contain/ used or any refurbished parts. 


The Bidder should possess the Renewed/valid Dealer License for the wireless equipment from the WPC, 
MOIC Govt. of India and copy of the same should be furnished. 


The contract shall not be sub-contracted. 

All Radios Quoted must conform to MIL STD 810 C, D, E, 1, Gas per US Military specifications. 

All the radios and batteries should be intrinsically safe. 

The Bidder has to submit a Warrantee Certificate along with invoices. 

The bidder should have service support centres in Kerala.(Any valid certificate proof should be submitted.) 


Successful bidder should get the Operating License each year for the entire contract period from Wireless 
Planning & Coordination Wing, Government of India for Kerala Fire & Rescue Services Department. 


The equipment offered shall pass the performance evaluation based on the demonstration to be conducted 
immediately after Technical bid opening. The demo should be given on no cost no commitment basis at the 
indenter discretion. 


The OEM of the proposed equipment should not be Indian Boarder sharing countries. 
The bidder should have valid GST registration. 
The bidder should have valid PAN. 
Superscription of E-tender No. 11/20-21/SN The Purchase of 300 Nos of Walkie Talkie 


Due date and time for receipt of e-Tender—27-2-2021 at 4 p.m. 


Date and time of opening of e-Tender: 


Technical Bid—4-3-2021, 11 a.m. 


Financial Bid—5-3-2021, 11 a.m. (The date may change depending on the completion of technical 


evaluation.) 


Date up to which rates are to be firm—31-3-2022. 
Prices of Tender Form (Original)—% 15,800+ GST @ 18% (GST shall be paid by the bidder through GST 


payment methods in reverse charge basis). 


Address of the officer to whom Tender documents are to be sent—Director General, Kerala Fire & Rescue 


Services, Civil Defence & Home Guards Hgrs, Fire Force Junction, Thiruvananthapuram-1. 
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1. Whether samples are essential 


2. Period with in which goods should 
be delivered 


3. Rates should be quoted including 
all taxes and transportation charge 
and rate of AMC 


4. Payment 


5. Other Special Condition 


Office of the Director General, 


Conditions 


Pamphlets, Photograph, Drawings, CD etc. should be forwarded 


along with the tender. Samples shall be produced which 


may be subjected to tests by the departmental personnel. 


Within 60 days from the date of supply order. 


FOR., Thiruvananthapuram. 


100% Payment against delivery at Thiruvananthapuram and 


acceptance by an acceptance committee. 


1. 


A warranty of 36 months the date of final 


acceptance of the item. 
EMD 1% of PAC in online payment. 


Security Deposit 5% of total contract amount to be 
furnished as mentioned in the Notice inviting e-Tender, 
which will be released after the expiry of the 


warantee period. 


Any firm whose proprietor, Partner or Director is involved 
in a Vigilance Case has been charge sheeted and pending 
trial at court in connection with fabrication/supply of 
similar product made earlier to this department/Kerala 
Government are not eligible to participate and shall be 


barred from participating in this tender. 


Anybody attempting to offer bribe or otherwise influence 
in any manner the officials of the Kerala Fire and Rescue 
Services or its supervisory levels in the Government will be 


disqualified. 


Tenderer must produce Manufacturers (OEM) authorization 
letter confirming uninterrupted supply. The bidder must have 
adequate experience in providing DMR and Microwave Link 
Solution systems. The Bidder should have supplied and 
installed similar model DMR equipment to any Police 
Organization/Govt./Semi-Govt. Departments/ PSU in India 
preferably in Kerala during any one of the last 4 years from 
the date of issue of this tender with a value not less than 
= 150 lakhs or two orders value not less than ₹ 275 lakhs. 
Copies of Purchase orders and Completion certificate has 


to be submitted. 


Dr. B. Sanpuya I P S, 


Fire and Rescue Services Headquarters, Thiruvananthapuram. Director General. 


Gaz No. 7/2021/DTP (Stores Purchase). 


337 


16th Fes. 2021] 


STORES PURCHASE 290 





Irrigation Department 


e-TENDER NOTICE 
[No. CE (MECH)/T/12/2020-21] 


No. CMU/P/1671/2020. 23rd January 2021. 


The Superintending Engineer and Deputy Chief 
Engineer, Mechanical, PWD, Irrigation Department 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites e-tender from the original manufacturer 
or their authorized dealers in Kerala or for the 
“Supply of 2 Nos. of 75 HP Motor Pump set for 
Pazhayannur LI Scheme”. 


In accordance with respective specification for 
supply of Pump set as shown in tender schedule of this 
tender document, the tender is to be submitted as 
e-tenders through http://etenders.kerala.gov.in. Since this 
is an e-tender, only those bidders who have enrolled in 
the above portal with their own Digital Signature 
Certificate (DSC) can participate in the tender. e-Tender 
document and other details can be obtained from the 
above portal. 


EMD (online payment)—% 15,000. 


Cost of tender documents—* 2,500 + 5% + 5% 
(Total 2,800). 


Document sale starting date and time—24-1-2021 
at 10 a. ൩. 


Date and time of commencement of online bid 
submission—24-1-2021 at 11 a. m. 


Date and time of closing of online bid submission— 
15-2-2021 at 5 p. m. 


Date and time of opening of bid—17-2-2021 
at 2.30 p. m. 


Bidders shall remit the tender document 
fee and EMD using the online payment option of 
e-procurement system only. Bidders are advised to 
visit downloads section of e-procurement website 
http://etenders.kerala.gov.in for detailed instructions on 
making online payment using internet banking facility of 
SBI or by NEFT facility. In the bid, the following 
documents should be submitted by online. 


1. BOQ duly filled up and signed. 
2. Technical data sheet duly filled up and signed. 


(a) If any more information to be furnished, 
separate data sheet shall be attached for 
additional information. 


(b) Scanned copy of family curve, performance 
curve etc. should be attached. 


3. e-Payment form duly filled and signed. 


4. Proof of original manufacturer/authorized dealers 
attested copy of same. 


5. Scanned copy of preliminary agreement executed 
in Kerala stamp paper worth = 200. 


6. EMD exemption certificate (if any) should be 
submited on online. 


7. Other details if any required to be furnished in the 
special condition. 


Form No. 14 duly filled and signed. 


9. Tender Notice and Special condition of tender 
duly in signed. 


Hard copy of all the above documents should be 
submitted on or within 3 days after bid opening. The 
bidders shall submit the hard copy of the bid containing 
the documents as noted in the above paras in sealed 
envelope. The sealed envelope addressed to the 
Superintending Engineer & Deputy Chief Engineer, PWD, 
Mechanical, O/o the Chief Engineer, Mechanical, 
Thiruvananthapuram should reach this office on or before 
the time specified above. The envelop should be 
superscribed with tender No. due date and name of work. 


Tenders will be opened online in the presence of 
such bidders or their authorized representatives present at 
the prescribed time of opening before the Superintending 
Engineer & Deputy Chief Engineer, PWD, Mechanical, 
O/o the Chief Engineer, Mechanical, Thiruvananthapuram. 
If date fixed for opening happens to be a_ holiday or 
due to net failure the tender will be opened in the next 
working day at same time and place. 


The right to accept or reject of e-tender without 
assigning any reason is vested with the Superintending 
Engineer and Deputy Chief Engineer, Mechanical, PWD, 
Thiruvananthapuram. 


The bidder is advised to submit the bids well before 
the stipulated date and time to avoid any kind of 
Net work issues, Trafic congestions etc. In this regard, the 
department shall not be responsible for any kind of such 
issues faced by the bidder. All the rules related to tender 
in Irrigation Department along with the rules and 
regulation prescribed for e-tenders by the Government of 
Kerala shall be applicable to this tender. 


The bidder should have the GST registration and the 
registration number should be furnished in the tender 
documents. 


(Sd.) 
Superintending Engineer & 
Office of the Chief Engineer, 
Mechanical, 
Thiruvananthapuram. 


Deputy Chief Engineer, 
(Full Additional Charge), 
Mechanical, PWD. 
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Medical Education Department 


ദര്‍ഘാസ്‌ പരസ്യം 





(0) 


നമ്പര്‍ എ?-160/2021/ ആര്‍.ഐ.ഒ. 2021 ജനുവരി 25. 


തിരുവനന്തപുരം റീജിയണല്‍ ഇന്‍സ്റ്റിറ്റൂട്ട്‌ ഓഫ്‌ 
ഓഫ്താല്‍ മോളജിയിലേക്ക്‌ ആവശയമായ താഴെപ്പറയുന്ന 
സാധനങ്ങള്‍ വിതരണം ചെയ്യുന്നതിന്‌ നിശ്ചിത ഫോറ 
ത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസുകള്‍ 
ദര്‍ഘാസ്‌ നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്ക്‌ മൂന്‍പ്‌ 
ഡയറക്ടര്‍, റീജിയണല്‍ ഇന്‍സ്റ്റിറ്റൂട്ട്‌ ഓഫ്‌ ഓഫ്താല്‍മോളജി, 


00 0 


10} 01M A013} @0-695 035 എന്ന വിലാസത്തില്‍ 


എത്തിച്ചിരിക്കേണ്ടതാണ്‌. 

അടങ്കല്‍ തുക-* 3,00,000. 

നിരത്ഗ്രവ്യം--1% 

സാധനങ്ങളുടെ പേര്‍-6്രഡ്‌. 

എണ്ണം--5500 പാക്കറ്റ്‌ (800 ഗാം/ പാക്കറ്റ്‌). 

ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (വാറ്റ്‌ ഉള്‍പ്പെടെ): 
GOIYCR—T 1,050. 
ശരിപ്പകര്‍പ്പ്‌--$ 525. 

ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കുന്ന അവസാന തീയതിയും 


MAW ANo—26-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം 


തീയതിയും MAMANo—27-2-2021, 2.30 മണി. 


സ്വീകരിക്കുന്ന അവസാന 


ദര്‍ഘാസ്‌ തുറക്കുന്ന 
27-2-2021, 3 മണി. 


തീയതിയും സമയവും- 


ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ തപാലില്‍ വേണ്ടവര്‍ അയയ്ക്കു 
ന്നതിനുവേണ്ട തുക (₹ 50) അധികമായി അയയ്ക്കേണ്ടതാണ്‌. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില ഓഫീസില്‍ നേരിട്ടോ 
മണിയോര്‍ഡര്‍ ആയോ സ്വീകരിക്കുന്നതാണ്‌. അല്ലാതെയുള്ള 
എല്ലാ അപേക്ഷകളും നിരസിക്കുന്നതാണ്‌. ഫോറത്തോടൊപ്പം 
മുര്ദപ്പ്രതങ്ങളോ മറ്റേതെങ്കിലും ഡോകറ്റുമെന്റുകളോ 
അയയ്ക്കാന്‍ ആവശ്യപ്പെട്ടു കൊണ്ടുള്ളതും മേല്‍വിലാസം 
വൃക്തമല്ലാത്തതുമായ മണിയോര്‍ഡറുകള്‍ നിരസിക്കുന്നതാണ്‌. 
മണിയോര്‍ഡറുകള്‍വഴി ഫോറങ്ങള്‍ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകള്‍ ഈ ഓഫീസില്‍ മുന്‍പ്‌ 


കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണിയോര്‍ഡറുകള്‍ 


12-2-2021-ന്‌ 


നിരസിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറം കൈമാറാന്‍ 
പാടില്ലാത്തതും ഒരിക്കല്‍ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല. 
താമസിച്ച്‌ കിട്ടുന്ന ദര്‍ഘാസുകള്‍ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. കൂടുതല്‍ വിവരങ്ങള്‍ .പവൃത്തി 
ദിവസങ്ങളില്‍ വൈകിട്ട്‌ 5 മണിവരെ ഈ ഓഫീസില്‍നിന്നും 


ലഭിക്കുന്നതാണ്‌. 


No. A1/160/2021/RIO. 25th January 2021. 


Sealed competitive tenders in the prescribed forms 
are invited for the supply of the item required for 
Regional Institute of Ophthalmology, Thiruvananthapuram. 
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Tender should be superscribed, with tender numbers 
and addressed to the Director, Regional Institute of 
Ophthalmology, Red Cross Road, Thiruvananthapuram, 
Pin-695 035. Details can be had from this office on 
working hours till 5 p. m. 


Total Cost— 3,00,000. 
EMD—1% 
Name of items—Bread. 


Quantity—5500 Pkt. (800 gm/pkt.) 

Cost of tender form (inclusive Sales VAT): 
Original—® 1,050. 
Duplicate— ₹ 525. 


Last date and time of sale of tender form— 
26-2-2021, 3 2. m. 


Last date and time of receipt of tender form— 
27-2-2021, 2.30 p. m. 


Opening date and time of  tender— 


27-2-2021, 3 p. m. 


Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(൪ 50) is sent by way of Money Order in favour 
of The Director, Regional Institute of Ophthalmology, 
Red Cross Road, Thiruvananthapuram, Pin-695 035. 
Money Order should reach this office on or 
before 12-2-2021. No other forms of remittance will be 
accepted. 


Office of the Regional 
Institute of Ophthalmology, 
Thiruvananthapuram. 


(Sd.) 


Director. 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 71/2020] 


(1) 


നമ്പര്‍ സിട-21516/2020/എം. സി.റ്റി. 2021 ജനുവരി 16. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജിലെ 
ബയോകെമിസ്‌ (രി വിഭാഗത്തിലേക്ക്‌ Clot activator tubes 
(4ml) Non Vaccum (1 യൂണിറ്റ്‌ 200000 എണ്ണം) 
വാങ്ങുന്നതിന്‌ (വിതരണം ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത 
ഫോറത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളുന്നു. 
ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന കവറിനു മുകളില്‍ ദര്‍ഘാസ്‌ 
നമ്പര്‍ എഴുതേണ്ടതും വൃക്തമായി പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്ത 
ലുകള്‍ ഇല്ലാതെ പ്രിന്‍സിപ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, 
തിരുവനന്തപുരം -695 011, കേരളം എന്ന വിലാസത്തില്‍ 
അയയ്ക്കേണ്ടതുമാണ്‌. ദര്‍ഘാസുകള്‍ താഴെ ചേര്‍ത്തിരിക്കുന്ന 
തീയതിയിലും സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള 
ദര്‍ഘാസ്‌ സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതല 
പ്പെടുത്തിയിട്ടുള്ള പ്രതിനിധികളുടെയോ സാന്നിദ്ധൃത്തില്‍ 
തുറക്കുന്നതാണ്‌. വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ 
പരിഗണിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്പര്യ 


16th Fes. 2021] 


STORES PURCHASE 


292 





മുള്ളവര്‍ മെഡിക്കല്‍ കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്ന 
പക്ഷം ആവശ്യമായ ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ 
കൊടുത്തിരിക്കൂന്ന പ്രകാരം തൂക അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. 
ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ളതല്ല. 
ചെക്കുകള്‍, പോസ്റ്റേജ സ്റ്റാമ്പ്‌, (ഡാഫ്റ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ 
ററ Oo ie 

ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ 
ഫോറം വി.പി.പി. ആയി അയയ്ക്കുന്നതല്ല. 


അടങ്കല്‍ തുക-* 2,80,000. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം): 
ഒറിജിനല്‍ 1,017 (൪ 900 + 108 + 9). 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 508.50 

നിരത്ര്രവ്യം--* 2,800. 

ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കുന്ന അവസാന തീയതിയും 


MAW ANo—17-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന 
തീയതിയും MAWAo—18-2-2021, 2.30 മണി. 


ഫോറം 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും 
18-2-2021, 3 മണി. 


സമയവും 


ദര്‍ഘാസ്‌ നിരക്ക്‌ (പാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 
നിക്ഷിപ്തമായിരിക്കും. 


TENDER SCHEDULE 


1. The period for which the rates to be in firm— 
One year. 


The rates should be inclusive of sales tax, and for 
free delivery otherwise tender will be rejected 
and for free delivery at the department concerned 
otherwise tender will be rejected. 


Advance payments conditions will not be 
considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in & 200 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 
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9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 


rejected. 


10. Tenders submitted with insufficient Earnest 


Money Deposit will not be entertained. 


11. Belated tenders will not be considered under any 


circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 


selection. 


13. Tenders should bear the signature and full postal 


address of the tenderers wherever necessary. 


14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 


information to the tenderers. 
15. 
16. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 


17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. They should have 


valid authorization letters. 


18. More details can be had from this office on 


working hours. 


19. Amount quoted should be in Indian Rupees. 


(2) 
[നമ്പര്‍ 75/2021] 


നമ്പര്‍ സി2-2489/2021/ ജി.എം. സി.റ്റി. 2021 ജനുവരി 23. 


തിരുവനന്തപുരം മെഡിക്കല്‍ കോളേജ്‌ മെഡിക്കല്‍ 
കോളേജ്‌ ആശുപ്രതി/ അനസ്തേഷ്യോളജി വിഭാഗത്തിലേക്ക്‌ 
കണ്‍സ്യുമബിള്‍സ്‌, ഡിസ്‌പോസിബിള്‍സ്‌ വാങ്ങുന്നതിലേക്ക്‌/ 
വിതരണം ചെയ്യുന്നതിലേക്ക്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസ്‌ അടക്കം ചെയ്യുന്ന 
കവറിനു മുകളില്‍ ദര്‍ഘാസ്‌ നമ്പര്‍ എഴുതേണ്ടതും 
വൃക്തമായി പൂരിപ്പിച്ച്‌ വെട്ടിത്തിരുത്തലുകള്‍ ഇല്ലാതെ 
പിന്‍ സിപ്പാള്‍, മെഡിക്കല്‍ കോളേജ്‌, തിരുവനന്തപുരം 
കേരളം എന്ന വിലാസത്തില്‍ അയയ്ക്കേണ്ടതുമാണ്‌. 
ദര്‍ഘാസുകള്‍ തഴെ ചേര്‍ത്തിരിക്കുന്ന തീയതിയിലും 
സമയത്തും അപ്പോള്‍ ഹാജരായിട്ടുള്ള ദര്‍ഘാസ്‌ 
സമര്‍പ്പിച്ചവരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയിട്ടുള്ള 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതാണ്‌. 
വൈകി കിട്ടുന്ന ദര്‍ഘാസുകള്‍ പരിഗണിക്കുന്നതല്ല. 


ദര്‍ഘാസ്‌ സമര്‍പ്പിക്കുവാന്‍ താല്പരുമുള്ള വര്‍ 
മെഡിക്കല്‍ കോളേജ്‌ ഓഫീസില്‍ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ താഴെ കൊടുത്തിരിക്കുന്ന 
ര്രകാരം തുക അടച്ചാല്‍ ലഭിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടുള്ള തല്ല. ചെക്കുകള്‍, 
9 6D 
പോസ്നേജ്‌ സ്പാമ്പ്‌, ഡിമാന്റ്‌ (ഡാഫ്റ്‌ എന്നിവ ദര്‍ഘാസ്‌ 
ററ ററ Oo le 
ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. ദര്‍ഘാസ്‌ 
ഫോറം വി.പി.പി. ആയി അയയ്ക്കുന്നതല്ല. 
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സാധനങ്ങളുടെ പേരര്‍-കണ്‍സ്യൂമബിള്‍സ്‌ , 
ഡിസ്‌ പോസിബിള്‍സ്‌ Untubating, LMA, Proseal LMA, 
CVP Catheter etc.) 


അടങ്കല്‍ തുക-* 4,00,000. 


നിരത്ര്രവ്യം--* 4,000. 


ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില (നികുതി സഹിതം): 
ഒറിജിനല്‍-* 1,356. 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 678. 

ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കുന്ന അവസാന തീയതിയും 


സമയവും൦23-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന 
തീയതിയും MAWMANo—24-2-2021, 2.30 മണി. 


ഫോറം 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും 
24-2-2021, 3 മണി. 


സമയവും 


ദര്‍ഘാസ്‌ നിരക്ക്‌ (പാബ ല്ൃത്തിലിരിക്കുന്ന തീയതി- 
31-3-2021. 


കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി സമയത്ത്‌ ഈ 
ആഫീസില്‍ അന്വേഷിച്ചാല്‍ അറിയാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിന്‍സിപ്പാളില്‍ 
നിക്ഷിപ്തമായിരിക്കും. 








SL. Name of Item & Quantity 
No. Specification required 
1 Intubating LMA-Sizes-3 & 4 2 each 
2. Proseal LMA-Sizes-3 & 4 5 each 
3 LMA-classic Sizes-1.5, 2&2.5 5 each 
4 Mc Coy Laryngoscope- 
sizes-3, 4 & 5 2 each 
5 Bougie-New orn 3 
6 Bougie-Paediatric 5 
7 Bougie-adult 10 
8 Disposable Paediatric finger probe 5 
9 BP Cuff-Adult (Medium) 20 
10 Pressure bag (Smith) 20 
11 Glucometer with strips 1 No. 
12 Disposables closed breathing 
circutes without water trap 25 Nos. 
13 Cuff Pressure Monitor 10 Nos. 





TENDER SCHEDULE 


1. The period for which the rates to be in firm— 
One year. 


2. The rates should be inclusive of sale taxes and for 
free delivery at the department concerned, other 
wise the tender will be rejected. 
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3. 


10. 


11. 


12. 


13. 


14. 


15, 
16. 


17. 


18. 


19. 


Govt. Medical College, 
Thiruvananthapuram. 


Advance payments conditions will not be 
considered. 


Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 


Tenders should be accompanied with a formal 
agreement executed in & 200 Kerala-non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 


Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be 
rejected. 


Tenders submitted with insufficient Earnest 
Money Deposit will not be entertained. 


Belated tenders will not be considered under any 
circumstances. 


For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 


Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


Specifications of the items are given in the list. 


Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 
Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at that time. 


More details can be had from this office on 
working hours. 


Amount quoted should be in Indian Rupees. 


(Sd.) 


Principal. 
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ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 08/2020] 


നമ്പര്‍ സി2-4022/2020/ജി. എം. സി. കൊല്ലം. 2021 ജനുവരി 11. 
6D 


കൊല്ലം സര്‍ക്കാര്‍ മെഡിക്കല്‍ കോളേജിലെ പത്തോളജി 
വിഭാഗത്തിലേക്ക്‌ ആവശൃമായ താഴെപ്പറയുന്ന സാധനങ്ങള്‍ 
വിതരണം ചെയ്യുന്നതിന്‌ നിശ്ചിത ഫോറത്തില്‍ മുദ്രവച്ച 
ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. ദര്‍ഘാസുകള്‍ ദര്‍ഘാസ്‌ 
നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്കുമുമ്പ്‌ പ്രിന്‍സിപ്പാള്‍, 
ഗവ. മെഡിക്കല്‍ കോളേജ്‌, കൊല്ലം -691 574 എന്ന 
വിലാസത്തില്‍ എത്തിച്ചിരിക്കേണ്ടതാണ്‌. 


സാധനങ്ങളുടെ പേര്‍-കെമിക്കല്‍സ്‌ & റീ ഏജന്‍സ്‌. 
അടങ്കല്‍ തുക-* 4,30,000. 
നിരത്ര്രവ്യം--1% 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില: 
അസ്സല്‍ 1,593 
ശരിപ്പകര്‍പ്പ്‌--*്‌ 797 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കുന്ന അവസാന തീയതിയും 
സമയവും-25-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന 
തീയതിയും MAWANo—26-2-2021, 2.30 മണി. 


ഫോറം 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
26-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ തപാലില്‍ വേണ്ടവര്‍ അയയ്ക്കു 
ന്നതിനുവേണ്ട തുക F 50 അധികമായി അയയ്ക്കേണ്ടതാണ്‌. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില ഓഫീസില്‍ നേരിട്ടോ 
മണിയോര്‍ഡര്‍ ആയോ നസ്വീകരിക്കുന്നതാണ്‌. അല്ലാതെയുള്ള 
എല്ലാ അപേക്ഷകളും നിരസിക്കുന്നതാണ്‌. ഫോറത്തോടൊപ്പം 
മുര്ദപ്രതങ്ങളോ മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ 
അയയ്ക്കാന്‍ ആവശ്ുപ്പെട്ടു കൊണ്ടുള്ളതും മേല്‍വിലാസം 
വൃക്തമല്ലാത്തതുമായ മണിയോര്‍ഡറുകള്‍ നിരസിക്കുന്നതാണ്‌. 
മണിയോര്‍ഡറുകള്‍ വഴി ഫോറങ്ങള്‍ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകള്‍ ഈ ഓഫീസില്‍ 12-2-2021-ന്‌ മുന്‍പ്‌ 
കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോര്‍ഡ റുകള്‍ 
നിരസിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറം കൈമാറാന്‍ 
പാടില്ലാത്തതും ഒരിക്കല്‍ അടച്ച തുക തിരിച്ചുകിട്ടുന്നതുമല്ല. 
താമസിച്ചു കിട്ടുന്ന ദര്‍ഘാസുകള്‍ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. കൂടുതല്‍ വിവരങ്ങള്‍ (.പവൃത്തി 
ദിവസങ്ങളില്‍ ഈ ആഫീസില്‍ നിന്നും ലഭിക്കുന്നതാണ്‌. 


[No. 08/2020] 


No. C2-4022/2020/GMCKLM. ൧/൧ January 2021. 


Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for the Department of Pathology, Government Medical 
College, Kollam. 


Tender should be superscribed with tender number 
and addressed to the Principal, Medical College, Kollam, 
Pin-691 574. Details can be had from this office on 
working hours till 5 p. m. 


Name of Items—Chemicals & Reagents Kits. 


Gaz No. 7/2021/DTP (Stores Purchase). 
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Total cost——¥% 4,30,000. 
EMD—1% 


Cost of tender form (Inclusive VAT): 
Original—® 1,593 
Duplicate—? 797 


Last date and time of sale of tender form— 
25-2-2021, 3 p. m. 


Last date and time of receipt of tender form— 
26-2-2021, 2.30 p. m. 


Opening date and time—26-2-2021, 3 p.m. 


Tender form will be sent through post if required 
provided due amount with sufficient postage charge 50 
is sent by way of money order in favour of the 
Principal, Government Medical College, Kollam, 
Pin-691 574. Money Order should reach this office on 
or before 12-2-2021. No other forms of remittance will 
be accepted. 


SPECIFICATIONS OF ITEMS 


Minor equipment 


1. 3.8% sodium citrate 1.8 1000 
tubes for ESR 
2. Disposable ESR tubes 5.25 1000 
3. EDTA K3 Blood Collection 1.8 1000 
Tube 
Glass wares 
4. Cover Glass 22 x 22 mm_ box (each box 10 box 
containing 20 
packets of 
10 g. each) 
5. Cover Glass 22 x 40 mm_ box (each box 50 box 
containing 20 
packets of 
10 g. each) 
6. Cover Glass 22 x 50 mm_ box (each box 10 box 
containing 20 
packets of 
10 g. each) 
Minor Equipment of Histopathology Lab 
7. Disposable blade for Box of 50 10 box 
Microtome High Profile blades 
8. Embedding Cassettes disposable 50000 
regular 
9. Embedding moulds 22x22x12mm 50 


Square 
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10. Embedding moulds 32x25xl2mm 10 
11. Slide Rack for staining (Stainless Steel) 10 
20 slides 
12. BP handle for surgical 5 
blade 
13. Forceps- toothed, medium 5 
14. Forceps- toothed, large 5 
15. Forceps- nontoothed, 2 
large 
16. Scissors- large 3 
17. Scissors- Medium 5 
18. Scissors- Small 5 
19. Diamond Glass 20 
Marking Pencil 
20. Adhesive Labels for packets 100 
micro slides (typed GMC(990 lables) packet 
Kollam Patholoy) 
21. Filter paper-ordinary 1000 
22. Filter paper-Watmann each containing 2 
No. 1 100 sheets 
23. Red Coloured Glass 10 
Marking pencil 
24. Apron, Plastic, reusable 50 
25. Moist staining chamber (for 20 slides) 1 
for IHC 
26. Micropipettes fixed volume 10 2 
microlitres 
27. Micropipettes fixed volume 50 2 
microlitres 
28. Micropipettes fixed volume 100 2 
microlitres 
29. Micropipettes fixed volume 400 2 
microlitres 
30. Yellow microtips (each containing 5 


100 tips) 


(2) 


[നമ്പര്‍ 09/2020] 


നമ്പര്‍ സി1/6467/2020/ജി.എം.സി.കൊല്ലം. 2021 ജനുവരി 19. 


കൊല്ലം സര്‍ക്കാര്‍ മെഡിക്കല്‍ കോളേജിലെ ഗൈനക്കോളജി 
വിഭാഗത്തി ലേക്കായി 
സാധനങ്ങള്‍ 


ആവശൃമായ താഴെപ്പറയുന്ന 
വിതരണം ചെയ്യുന്നതിന്‌ നിശ്ചിത 
ഫോറത്തില്‍ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. 
ദര്‍ഘാസുകള്‍ 


തീയതിക്കുമുന്‍പ്‌ പ്രിന്‍സിപ്പാള്‍, ഗവ. മെഡിക്കല്‍ കോളേജ്‌, 


ദര്‍ഘാസ്‌ നമ്പരോടുകൂടി നിശ്ചിത 


കൊല്ലം-691 574 എന്ന വിലാസത്തില്‍ എത്തിച്ചിരിക്കേണ്ടതാണ്‌. 
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ദര്‍ഘാസ്‌ നമ്പര്‍-09/2020. 


സാധനങ്ങളുടെ പേര്‍-കെമിക്കല്‍സ്‌ & റീ ഏജന്‍സ്‌ 
പ്രട്ടിക ചുവടെ ചേര്‍ക്കുന്നു.) 

എണ്ണം---വിവിധം 

ഡിപ്പാര്‍ട്ട്മെന്റ്‌ ---ഗൈനക്കോളജി 

അടങ്കല്‍ തുക-* 2,47,695. 

നിരത്ഷ്രവ്യം--1%. 

ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില: 

അസ്സല്‍--* 885. 


ശരിപ്പകര്‍പ്പ്‌--* 442. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കുന്ന അവസാന തീയതിയും 
സമയവും--23-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന 


തീയതിയും സമയവു൦-24-2-2021, 2.30 മണി. 


ദര്‍ഘാസ്‌ ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
24-2-2021, 3 മണി. 


ഫോറങ്ങള്‍ തപാലില്‍ വേണ്ടവര്‍ അയയ്ക്കുന്നതിനൂവേണ്ട 
തുക ( 50) അധികമായി അയയ്ക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ 
ഫോറത്തിന്റെ വില ഓഫീസില്‍ നേരിട്ടോ മണിയോര്‍ഡര്‍ 
ആയോ സ്വീകരിക്കുന്നതാണ്‌. അല്ലാതെയുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കുന്നതാണ്‌. ഫോറത്തോടൊപ്പം 
മുദ്ദപ്പ്രതങ്ങളോ മറ്റേതെങ്കിലും ഡോകറ്റുമെന്റുകളോ 
അയയ്ക്കാന്‍ ആവശ്യപ്പെട്ടു കൊണ്ടുള്ളതും മേല്‍വിലാസം 
വൃക്തമല്ലാത്തതുമായ മണിയോര്‍ഡറുകള്‍ നിരസിക്കുന്ന 
താണ്‌. മണിയോര്‍ഡറുകള്‍ വഴി ഫോറങ്ങള്‍ ആവശുപ്പെട്ടു 
കൊണ്ടുള്ള അപേക്ഷകള്‍ ഈ ഓഫീസില്‍ 12-2-2021-ന്‌ 
മുന്‍പ്‌ കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണിയോര്‍ഡറുകള്‍ 
നിരസിക്കുന്നതാണ്‌. ദര്‍ഘാസ്‌ കൈമാറാന്‍ 
പാടില്ലാത്തതും ഒരിക്കല്‍ അടച്ച തുക തിരിച്ചുകിട്ടുന്നതുമല്ല. 
താമസിച്ചുകിട്ടുന്ന ദര്‍ഘാസുകള്‍ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. കൂടുതല്‍ വിവരങ്ങള്‍ പ്രവൃത്തി 


ഫോറം 


ദിവസങ്ങളില്‍ ഈ ആഫീസില്‍ നിന്നും ലഭിക്കുന്നതാണ്‌. 


[No. 09/2020] 


No. C1/5467/2020/GMCKLM. 19th January 2021. 


Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for the Department of Obstrectric & Gynaecology, 
Government Medical College, Kollam. 


Tender should be superscribed with tender number 
and addressed to the Principal, Government Medical 
College, Kollam, Pin-691 574. Details can be had from 
this office on working hours till 5 p. m. 


Name of Items—Mannekins for skill Lab 


(List attached) 
Quantity—Various 
Department—O&G 
Total Cost—% 2,47,695. 
EMD—1%. 
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Cost of tender form (inclusive of VAT): 
Original—® 885. 
Duplicate— ₹ 442. 


Last date and time for sale of tender form— 
23-2-2021, 3 p. ൩. 


Last date and time for receipt of tender form— 
24-2-2021, 2.30 p. ൩. 


Opening date and time of tender—24-2-2021, 
3 p. ൩. 


Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(൪ 50) is sent by way of Money Order in favour of 
The Principal, Government Medical College, Kollam, 
Pin-691 574. Money Order should reach this office on 
or before 12-2-2021. No other forms of remittance will 
be accepted. 


List oF ITEMS 





SI. 








Item Description Quantity 
No. 
1. Fetal Skull PVC 6x9x9 
2s, Female pelvis with fetal head model 
birth demonstration model 
3. Pelvis Female-life size cost 
4. Obstetric Mannekin with overlays 
for demonstration of birthing 
process as well as PV 
5. New born resucitation Mannekin 
6. Female Catheterization model 
7. Pereneal laceration & Episiotomy model 
8. Zoe model for IUCD insertion 
9. Gynaec Examination Model 
Govt. Medical College, (Sd.) 
Parippally, Kollam. Principal. 


ദര്‍ഘാസ്‌ പരസ്യം 





നമ്പര്‍ എസ്‌ 1/161/2021/ ഡി.സി.സി. 2021 ജനുവരി 13. 


കോഴിക്കോട്‌ ഗവണ്‍മെന്റ്‌ ദന്തല്‍ കോളേജ്‌ 
കണ്‍സര്‍വേറ്റീവ്‌ ഡെന്റിസ്ര്രി വിഭാഗത്തിലേക്ക്‌ ആവശൃമായ 
ദന്തല്‍ ലേസര്‍ യൂണിറ്റ്‌ വിതരണം ചെയ്യുന്നതിലേക്ക്‌ 
നിര്‍മ്മാതാക്കളില്‍ അവരുടെ അംഗീകൃത 


ഡീലര്‍മാരില്‍ നിന്നോ മൂദ്രവച്ചതും മത്സരാധിഷ്ഠിതവൂമായ 


നിന്നോ 


ദര്‍ഘാസുകള്‍ ക്ഷണിച്ചുകൊള്ളൂുന്നു. 
അടങ്കല്‍ തുക-* 3,50,000. 


നിരത്രദ്രവൃം--ദര്‍ഘാസ്‌ തുകയുടെ 1% (മിനിമം F 1,500). 
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ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില : 
ഒറിജിനല്‍“ 700 + ജി. എസ്‌. ടി. 
തപാല്‍വഴി- 750 --ജി. എസ്‌. ടി. 
ഡ്യൂപ്ലിക്കേറ്റ്‌ 350 + ജി. എസ്‌. ടി. 


ദര്‍ഘാസ്‌ ഫോമുകള്‍ നേരിട്ട്‌ ലഭിക്കുന്ന അവസാന 
തീയതിയും MAWANo—21-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ ഫോമുകള്‍ തപാല്‍വഴി വില്‍പ്പന തീരുന്ന 
തീയതിയും MAWANo—15-2-2021, 3 മണി. 


ദര്‍ഘാസ്‌ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
MAMANo—21-2-2021, 4 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവും- 
22-2-2021, 11 മണി. (ദര്‍ഘാസുകാരുടെയോ, അംഗീകൃത 
പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തില്‍?) 


ദര്‍ഘാസ്‌ നമ്പര്‍ കവറിന്‌ പുറത്ത്‌ 
നേരിട്ട്‌ നല്‍കുകയോ പ്രിന്‍സിപ്പാള്‍, ഗവണ്‍മെന്റ്‌ ദന്തല്‍ 
എന്ന 
അയയ്ക്കുകയോ ചെയ്യേണ്ടതാകുന്നു. വൈകി ലഭിക്കുന്ന 
ദര്‍ഘാസുകള്‍ സ്വീകരിക്കുന്നതല്ല. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വിലയായി മണിയോര്‍ഡര്‍ ഒഴികെ 
മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. * 200 വിലയുള്ള കേരള 


രേഖപ്പെടുത്തി 


കോളേജ്‌, കോഴിക്കോട്‌ -8 വിലാസത്തില്‍ 


തപാലില്‍ ലഭിക്കേണ്ട 


മുദ്രപ്രതത്തില്‍ നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപ്രതം 
വാഗ്ദത്തതുകയുടെ 1% (മിനിമം F 1,500) നിരത്ദ്രവ്യത്തോടുകൂടി 
ദര്‍ഘാസി നോടൊപ്പം സമര്‍പ്പിക്കേണ്ടതാണ്‌. കൂടുതല്‍ 
വിവരങ്ങള്‍ ദന്തല്‍ കോളേജിന്റെ ആഫീസില്‍ 
നിന്നും പ്രവൃത്തി സമയങ്ങളില്‍ ലഭ്യമാണ്‌. ദര്‍ഘാസ്‌ 
നടപടികള്‍ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വെയ്ക്കുന്നതിനോ 
നിര്‍ത്തിവെയ്ക്കുന്നതിനോ ഉള്ള അധികാരം (പ്രിന്‍സിപ്പാളില്‍ 
നിക്ഷിപ്തമാണ്‌. 


© മെറ്റീരിയലുകളുടെ ര്രാന്‍ഡ്‌ രേഖപ്പെടുത്തണം. 


© ആവശ്യമെങ്കില്‍ പര്‍ച്ചേസ്‌ കമ്മറ്റിക്കുമുമ്പില്‍ 


സാമ്പിളുകള്‍ നല്‍കേണ്ടതാണ്‌. 


* മെറ്റീരിയലുകളുടെ കാലാവധി പര്‍ച്ചേയ്‌സ്‌ 


തീയതി മുതല്‍ ഒരു വര്‍ഷമെങ്കിലും ഉണ്ടായിരിക്കണം. 


No. $1/161/2021/DCC. 13th January 2021. 


Sealed and superscribed tenders in the prescribed 
form are invited for the purchase of Laser bleaching unit 
for the Department of Conservative Dentistry of Govt. 
Dental College, Calicut. Tender forms can be had from 
the Office of the Principal, Dental College, Kozhikode 
direct on payment of ₹ 700 + GST and by registered 
post on payment of ₹ 750+GST by money order from 
11 a.m. to 3 p.m. on all working days. Tender forms 
should be superscribed as “Tender No. $1/161/2021/ 
DCC” and addressed to the Principal, Dental College, 
Kozhikode, Kerala-673 008. The last date of receipt of 
tender is 4 p. m. on 21-2-2021. Late tenders will not be 


16th Fes. 2021] 


STORES PURCHASE 297 





accepted. The tenders will be opened at 11 a.m. on 
22-2-2021 in the presence of tenderers or their 
authorised representatives who may be present at that 
time. Tender forms are not transferable under any 
circumstances. Sale of tender forms will be closed on 
21-2-2021 at 3 p.m. Cheques, Postage Stamps etc., will 
not be accepted towards cost of tender forms. Duplicate 
copy of tender form can be had on payment of 
= 350 + GST. 


PAC— ₹ 3,50,000 


Last date and time of issue of tender form 


by Post—15-2-2021, 3 p. m. 
Date up to which rats are to be firm—31-3-2021. 
Price of duplicate of the tender—%® 350+GST 


The tenderers should send along with the tender an 
agreement executed and signed in Kerala Stamp Paper 
worth ₹ 200 (Rupees Two Hundred only) and an EMD at 
1% of the total cost of the items tendered for (minimum 
= 1,500). Tenders without agreement and EMD will be 
rejected outright. Specimen agreement is annexed to the 
prescribed tender form. Stamp paper will be supplied to 
firms outside Kerala on request along with a remittance 
of % 250 (Rupees Two hundred and fifty towards cost of 
stamp paper and 50 as incidental charges) by money 
order. Brand name & Warranty of the items quoted 
should be mentioned. 








SCHEDULE 
SL. . . 
Name of items No. of units 
No. 
1 Laser Bleaching Unit 1 


Dental Laser 
1. Wave Length 940=15nM 


2. Peak Output Power 10 W or more 


ഡാ 


. Continues Output Power 3 W Max 
4. Power Modes continuous and Pulse 


5. Power Supply- Rechargeable Battery, 
650m AH Min or main power supply 


6. Presets 12 Min 

7. Charger Weight 500g Max 

8. Bleaching Hand piece One No. 
9. Surgical Hand Piece One No. 


10. Biostimulation Hand Piece One No. 





TERMS & CONDITIONS 
൭ Brand name of the material should be quoted. 


൭ Brochure of original manufacturer should be 
submitted. 


൭ Expiry of the items will be 1 year from the 
date of supply. 


Govt. Dental College, (Sd.) 
Kozhikode. Principal. 





Printing Department 
Re-E-TENDER NOTICE 


No. 99/2020-21. 4th February 2021. 


The Director of Printing, Government Central Press, 
Thiruvananthapuram-695 001 (0471-2331458) invites 
tenders on behalf of Printing Department for the 
purchase of Web Offset Ink (Black) (1550 Kg.). 


For more details please see the Kerala Government 


e-procurement web portal. 
Total Estimated Cost—% 2,50,000. 
Cost of നിന 500 + GS.T. @ 18%. 
EMD @ 1% Estimated cost—¥ 2,500. 
Last date and time of application—23-2-2021 @ 5 p.m. 


Date & time of opening—25-2-2021 @ 11 a. m. 
GENERAL CONDITIONS 


1. Bidder shall be made EMD/Bid Security as 
per G. O. (P) No. 3/2013/SPD_ dated 
21-6-2013. If availing EMD exemption should 


produce documentary evidence for the same. 


2. The rate quoted should have inclusive of all taxes 


and other charges including loading, 
transportation, unloading instalation charges for 
Department Store, Government Central Press, 


Thiruvananthapuram. 


3. Sample should be produced on or before the last 
date of e-tender to the Office of the Director of 
Printing. 

4. Payment will be made only after satisfactory 


receipt and supply of items. 


5. The item should be supplied on running contract 
basis ൭൭ when required within 7 days with effect 


from the date of receipt of the supply order. 
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6. An agreement in Kerala Stamp Paper worth 


= 200 should be executed along with the tender. 


The tenderer should produce documentary 
evidence in proof of the following. 


(a) 


A short list of the previous major 
supplies (2 years). 


(b) 


Performance Certificate from reputed 
customers. 


All conditions laid down in KFC Form 14 should 
be completed in the agreement. 


The purchaser has the right to cancel the supply 
order at any time without assigning any reason. 


10. The rates quoted should be remain the same up to 


31-3-2021. 


11. Dealers participated in tender should enclose 
authorization letter from original manufactures 


regarding authorized dealer. 


12. The items should be supplied on running contract 


basis. 


13. MSME should submit document relating to 


Udhyog Adhar Registration. 


Office of the Director of Printing, 
Govt. Central Press, 
Thiruvananthapuram. 


(Sd.) 
Superintendent 
of Govt. Presses. 


ദര്‍ഘാസ്‌ പരസ്യം 





[നമ്പര്‍ 102 /2020-21] 


നമ്പര്‍ 2518/2021/ജി4. 2021 ഫെബ്രുവരി 8. 


സര്‍ക്കാര്‍ അച്ചുകൂടങ്ങളിലേക്ക്‌ ബനിയന്‍ വേസ്റ്റ്‌ 
1500 കിലോ വിതരണം ചെയ്യുന്നതിന്‌ മുദ്രവച്ച ദര്‍ഘാസുകള്‍ 
ക്ഷണിച്ചു കൊള്ളുന്നു. ദര്‍ഘാസുകള്‍ 24-2-2021 ഉച്ചയ്ക്ക്‌ 
1 മണിവരെ സ്വീകരിക്കുന്നതും അന്നേ ദിവസം 3 മണിക്ക്‌ 
ദര്‍ഘാസുകാരുടെയോ അവര്‍ ചുമതലപ്പെടുത്തിയ 
ഏജന്റുമാരുടെയോ സാന്നിദ്ധ്യത്തില്‍ തുറക്കുന്നതുമാണ്‌. 
ദര്‍ഘാസ്‌ അയയ്ക്കുന്ന കവറിനു മുകളില്‍ “ദര്‍ഘാസ്‌ നമ്പര്‍ 
102/2020-21 ബനിയന്‍ വേസ്റ്റ്‌ വിതരണം സംബന്ധിച്ച്‌ ” 
എന്ന്‌ ഉപലേഖനം ചെയ്തിരിക്കണം. താമസിച്ചു കിട്ടുന്ന 


ദര്‍ഘാസുകള്‍ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. 
അടങ്കല്‍ തുക-* 3,51,450. 


ദര്‍ഘാസുകള്‍ നിര്‍ദ്ദിഷ്ട ഫോറത്തില്‍ സാമ്പിള്‍ 
സഹിതം സമര്‍പ്പിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറങ്ങള്‍ 
ഒറിജിനല്‍ CL 800+ ജി.എസ്‌.റ്റി. 12% നിരക്കിലും 
ഡ്യൂപ്ലിക്കേറ്റ്‌ © 400--ജി.എസ്‌.റ്റി. 12% നിരക്കിലും 


Gaz No. 7/2021/DTP (Stores Purchase). 
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തിരുവനന്തപുരം ഗവണ്‍മെന്റ്‌ സെന്ദടല്‍ പ്രസ്സില്‍നിന്നും 
നേരിട്ട്‌ വാങ്ങാവുന്നതാണ്‌. ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ 


വിലയായി ചെക്ക്‌, ഡിമാന്റ്‌ (ഡാഫ്റ്റ്‌, പോസ്റ്റല്‍ ഓര്‍ഡര്‍, 


തപാല്‍ സ്റ്റാമ്പ്‌ എന്നിവ സ്വീകരിക്കുകയോ ഫോറം 
വി.പി.പി. ആയി അയയ്ക്കുകയോ ചെയ്യുന്നതല്ല. ദര്‍ഘാസ്‌ 


ഫോറങ്ങള്‍ കൈമാറ്റം ചെയ്യാന്‍ പാടില്ലാത്തതാണ്‌. ₹ 200 
വിലയുള്ള കേരള സര്‍ക്കാര്‍ മുദ്രപ്രതത്തില്‍ എഗ്രിമെന്റും 
മൊത്തം തുകയുടെ 1% നിരത്ദ്രവ്യവും ദര്‍ഘാസിനോടൊപ്പം 
സമര്‍പ്പിക്കേണ്ടതാണ്‌. അല്ലാത്തവ യാതൊരു കാരണവശാലും 


സ്വീകരിക്കുന്നതല്ല. 
[No. 102/2020-21] 


No. 2518/2021/G4. Sth February 2021. 


Sealed 
No. 102/2020-21 for the supply of Baniyan waste 
(1500 Kg.) 


The tenders along with samples should reach this office 


tenders superscribed as Tender 


is invited by the undersigned. 
on or before 24-2-2021 at 1 p.m. and the same will be 
opened at 3 p. m. on the same day in the presence of 
tenderers’ or their authorized representatives who may be 
present at that time. Tenders shall be submitted in the 
prescribed form which can be had from the office of the 
undersigned on cash payment of 800 + GST @ 12% 
for original form and = 400 + GST @ 12% for 
duplicate. Cheque, Demand Draft, Postage Stamps, Postal 
Orders etc. will not be accepted towards the cost of 
forms nor will the forms be sent by V.P.P. The tender 
forms are not transferable. Sale of tender forms will be 
closed at 12 Noon on 24-2-2021. An agreement in 
Kerala Stamp Paper worth ₹ 200 should be executed 
along with the tenders. Late tenders and tenders not 
accompanied by Earnest Money Deposit @ 1% of total 
cost and preliminary agreement in Kerala Stamp Paper 


worth = 200 will not be accepted on any account. 
PAC—% 3,51,450. 


Date up to which the rates are to be remained 


same—31-3-2021. 


Name and designation of the Officer to whom the 
tenders are to be submitted—The Director of Printing, 


Thiruvananthapuram. 
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General Conditions 


1. The rate quoted should be inclusive of all taxes, 
transportation, loading and unloading expenses f.0o.r. 
Government Central Press, Thiruvananthapuram- 
695 001. 

2. Samples should be supply if necessary. 

3. The item should be supplied on running contract 
basis within 7 days on the receipt of 
confirmation. 

4. The payment will be made only after satisfactory 
receipt and survey reports. 

5. Bank details should be furnished in the Bill. 

6. The rates should be valid upto 31-3-2021. 

7. The purchaser has the right to cancel the Supply 


Order at any time without assigning any reason. 


Office of the Director of Printing, (Sd.) 


Government Central Press, Superintendent 


Thiruvananthapuram. of Govt. Presses. 





Technical Education Department 


ദര്‍ഘാസ്‌ പരസ്യം 





നമ്പര്‍ ഡി/252/2019. 2021 ജനുവരി 21. 


അടൂര്‍ സര്‍ക്കാര്‍ പോളിടെക്നിക്‌ കോളേജിലെ 
പോളിമര്‍ വിഭാഗത്തിലെ റബ്ബര്‍ പ്രോഡക്റ്റ്‌ ലാബിലേക്ക്‌ 
മെഷിനറി വാങ്ങുന്നതിനായി മത്സര സ്വഭാവമുള്ളതും 


മൂര്രവെച്ചതുമായ ദര്‍ഘാസുകള്‍ ക്ഷണിക്കുന്നു. 
ദര്‍ഘാസ്‌ നമ്പര്‍--01/2020-21. 
നിരത്ര്രവ്യം----ആകെ വിലയുടെ 1%. 
ദര്‍ഘാസ്‌ ഫോറത്തിന്റെ വില: 
അസ്സല്‍ 1,600 + 12% ജി.എസ്‌.ടി. = ₹ 1,792. 
പകര്‍പ്പ്‌ 800 + 12% ജി.എസ്‌.ടി. = © 896. 


ദര്‍ഘാസ്‌ ഫോറം വില്‍ക്കുന്ന അവസാന തീയതിയും 


MAMANO—19-2-2021, 12 മണി. 


ദര്‍ഘാസ്‌ ഫോറം സ്വീകരിക്കുന്ന അവസാന 


തീയതിയും സമയവും൦19-2-2021, 2 മണി. 


ദര്‍ഘാസ്‌ തുറക്കുന്ന തീയതിയും സമയവു൦൦19-2-2021, 


3 മണി. 
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ദര്‍ഘാസ്‌ ഫോറം തപാലില്‍ ലഭിക്കുവാന്‍ F 50 
തപാല്‍ കൂലിയായി അയയ്ക്കേണ്ടതാണ്‌. പ്രിന്‍സിപ്പാളിന്റെ 
പേര്‍ക്ക്‌ അയയ്ക്കാവുന്ന മണിയോര്‍ഡറുകളായി മാ്രതമേ 


ദര്‍ഘാസ്‌ വില സ്വീകരിക്കുകയുള്ളു. 


ദര്‍ഘാസിന്റെ വില ഓഫീസില്‍ നേരിട്ട്‌ പണമായി 
ഒടുക്കാവുന്നതാണ്‌. പോസ്റ്റല്‍ ഓര്‍ഡര്‍, ചെക്ക്‌, ഡിമാന്റ്‌ 
(AIAG മുതലായവ സ്വീകാര്യമല്ല. z 210-ന്റെ മുദ്രപ്രതത്തില്‍ 
തയ്യാറാക്കിയ സമ്മരുപ്രതവും ദര്‍ഘാസിനൊലപ്പം 
സമര്‍പ്പിക്കേണ്ടതാണ്‌. ദര്‍ഘാസ്‌ ഫോറവും കൂടുതല്‍ 
വിശദാംശങ്ങളും (പവര്‍ത്തി സമയങ്ങളില്‍ ഓഫീസില്‍ 


നിന്നും ലഭിക്കുന്നതാണ്‌. 


No. D/252/2019. 27൦൧ January 2021. 


Sealed tenders in the prescribed form are invited for 
the supply of machinery for Rubber products lab of 
Polymer Technology Dept. of Govt. Polytechnic College, 
Adoor. 


Tender No.—01/2020-21. 


EMD—1% of the Total Estimate Value. 

Cost of tender form: 
Original—? 1,600 + 12% GST = 1,792. 
Duplicate—% 800 + 12% GST = & 896. 


Date upto which tender form will be sold— 


19-2-2021, 12 Noon. 


Last date and time of receipt of tender form— 


19-2-2021, 2 p. m. 


Date and time of opening of tender—19-2-2021, 
3 p. ൩. 


Mode of remittance of the cost of tender form—In 
cash remittance in the college office or by Money Order. 
Those who want tender form by post should remit an 
additional amount of 50 for each tender as postal 
charge. Any other mode of payments as cost of tender 


form will not be accepted. 


16th Fes. 2021] 


STORES PURCHASE 


300 





Duly signed agreement in Kerala Stamp Paper worth 
= 210 must be accompanied with the t ender. Tender 
forms can be purchased from Principal, Govt. 
Polytechnic College, Adoor. More details can be 


obtained from the office on working hours. 


Govt. Polytechnic College, 
൧000൨. 


(Sd.) 


Principal. 


SHORT TENDER NOTICES 


(1) 


No. D2/262/2021/GECTCR. 16th January 2021. 


Sealed tenders are invited for Sensors for Civil 
Engineering Department of Government Engineering 


College, Thrissur,. 


The envelopes containing the tender should bear the 
superscription “Tender No. D2/69/20-21 due on 
22-2-2021, and should be addressed to The Principal, 


Government Engineering College, Thrissur, Kerala. 
Approximate cost—% 1,64,500. 


Last date for receipt of tenders will be 
22-2-2021, 2 p.m. Late tenders will not be accepted. 
The tenders will be opened at Government Engineering 
College Thrissur on 23-2-2021, 3 p.m. in the presence 
of such of the tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may, on application to the Principal, 
Govt. Engineering College, Thrissur, obtain the requisite 
tender forms on which tenders should be submitted. 
Application for the tender form should be accompanied 
by a cash remittance of ₹ 476 + postal charge 
(400+18% GST +1% Flood cess) which is the price 
fixed for a form/set of forms and which is not refundable 
under any circumstances. The tender forms are not 
transferable. Sale of tender forms will be closed at 
12 Noon on 22-2-2021. Cheques, postage stamps, etc., 
will not be accepted towards the cost of forms, nor will 


the forms be sent per V.P.P. 
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Tenders should be accompanied by EMD of 1%, 
subject to a minimum of 1,500, of the amount by DD 
drawn in favour of the Principal, Government Engineering 
College, Thrissur with an agreement in Kerala Stamp 
Paper worth = 220. Details can be had from the Govt. 


Engineering College Office on working hours. 


ItEM DESCRIPTION 





SL. 


No. Details of Item 


Quantity 





1 Sensors for measuring load, 
displacement and pressure. 

(with 3m cable with suitable 
connector compatible with 

Data acquisition system available 


in the GE Lab Civil Department 
GEC Thrissur) 


capacity 


(a) Load cell: Precision 50 kgf 1 No. 
100 kgf 


200 kgf 


type load cell, line tension/ 1 No. 


Compression measurement, 1 No. 
stainless steel body (17-4PH), 
Standard out put (3.00mV/V), 
Safe over load 150%. 


1000 kgf 1 No. 


50 mm 4 Nos. 
(+25 mm) 


(b) LVDT 


(c) Pressure 

transuders Stainless steel 10 kg/cm? 4 Nos. 
body, Accuracy better than 

0.25%, suitable for hydraulic 


system. 





(2) 


No. D2/263/202 1/GECTCR. 16th January 2021. 


Sealed tenders are invited for Relative density 
apparatus and hot air oven for Civil Engineering 


Department, Government Engineering College, Thrissur,. 


16th Fes. 2021] STORES PURCHASE 301 





The envelopes containing the tender should bear the 
superscription “Tender No. D2/68/20-21 due on 
22-2-2021 and should be addressed to The Principal, 


Government Engineering College, Thrissur, Kerala. 
Approximate cost—® 1,75,000. 


Last date for receipt of tenders will be 
22-2-2021, 2 p.m. Late tenders will not be accepted. 
The tenders will be opened at Government Engineering 
College Thrissur on 23-2-2021, 3. p.m. in the presence 
of such of the tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may, on application to the Principal, 
Govt. Engineering. College, Thrissur, obtain the requisite 
tender forms on which tenders should be submitted. 
Application for the tender form should be accompanied 
by a cash remittance of ₹ 476 + postal charge 
(400+18% GST +1% Flood cess) which is the price 
fixed for a form/set of forms and which is not refundable 
under any circumstances. The tender forms are not 
transferable. Sale of tender forms will be closed at 
12 Noon on 22-2-2021 Cheques, postage stamps, etc., 
will not be accepted towards the cost of forms, nor will 


the forms be sent per V.P.P. 


Tenders should be accompanied by EMD of 1%, 
subject to a minimum of & 1,500, of the amount by DD 
drawn in favour of the Principal, Government Engineering 
College, Thrissur with an agreement in Kerala Stamp 
Paper worth = 220. Details can be had from the Govt. 


Engineering College Office on working hours. 


ITEM DESCRIPTION 





SL. 








Details of Item Quantity 

No. 
(1) (2) (3) 
1 Relative Density Apparatus 1 No. 


As per IS 2720 (Part-XIV). 

Specifications: The equipment shall 
consists one each of: Vibratory 
table with a cushioned steel vibrating 


deck about 75 cm xX 75 cm and 








(1) (2) (3) 





frequency of approximately 3600 
vibrations per minute under a 115 kg 
load. Amplitude is variable in between 
0.65mm in steps of 0.05 to 0.25mm, 
0.25 to 0.5mm and 0.45 to 0.65mm. 
Cylindrical metal unit with mould, 
3000 ml capacity. Guide Sleeve 
with clamp assembly. Surcharge base 
plate for mould. Handle for surcharge 
base plate. Surcharge weight. The 
total weight together with surcharge 
base plate and handle is equivalent to 
140kg./sq.cm. for mould. Cylindrical 
metal unit weight mould 15000ml 

capacity. Surcharge base plate for 

guide sleeve. Surchargeweight for 

cylindrical mould of 15000 ml cap. 
(Total weight together with the 

above mould 8 surcharge weight is 
equivalent to 140 kg./sq.cm.) Dial 
gauge holder & calibration bar 
75 x 300mm x 3mm. Dial gauge 
50mm travel with 0.01mm accuracy 
and extension piece. 

2 Hot Air Oven with Digital indicator 1 No. 
Specification: Working size 
90 x 60 x 60 cm ( HxWxD), Outer 
chamber CRC - powder coated, 
Inner chamber of ട൭.൭.304 - mirror 
polished, Sealed and enclosed heaters 
to working chamber for minimum 
heat loss. Temp. range 50°C to 250°C. 
Auto tune PID Digital indicator cum 
controller. Operation on 220/230V AC 


single phase. 


Govt. Engineering College, (Sd.) 


Thrissur. Principal. 
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